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by repeating the following lines ivhich appeared in 
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The bariihn industry as well as industries connected 
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paths which he has broken, and in the history of the 
development of German chemical Musiries the life 
work of Wdtiher Feld must for all time remain am 
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PREFACE TO SECOND EDITION 


Conditions arising during this period when there is a general 
patriotic endeavor to supply the War Department with the many 
products needed to carry the war to a successful issue, have 
necessitated the addition of certain special features to this booh : 
hence the new edition. 

The important additions are the treatment of the process of 
distillation and some general information on tar products to the 
chapter on tar; additional information on the product derived 
from spent oxide in the chapter on cyanogen; data on the pro- 
duction of nitric acid to the chapter on ammonia; additional data 
to the chapter on naphthalene; some new material on the produc- 
tion of benzol and toluol; and a chapter on the manufacture of 
sulphuric acid .when spent oxide is used as a base. 

The test for cyanogen has been revised so that the chanaist 
engaged in this work finds it simple and practical. 

I wish to thank the friends who have called attention to ty|»- 
graphical errors in the previous edition. Th^ have been cor- 
rected. 

I trust that this revised edition may find as much favor among 
operators as did the former one. 

FEEDERICK H. WAGNER 

Baltimore, Mi>., November, 1917 


PREFACE TO FIRST EDITION 


The Imek of ^eml information in concise form covering the 
vuiois methods of securing the r^idnals pertaining to the car- 
hoaiiition of and the nec^ty of calling attention to the 
of omr natnr^ rc^nrces in so many instances, was the 
•incentive Its^iing to the writing of the following pages. All of the 
Mdmk eieept coke am treated, the latter product being reserved 
for a wamte volume, and in presenting the Feld theory and 
pa-ctiee to the coal gas producer, as w^ell as to the coke oven 
opemtor, I am taking the liberty of quoting the two appended 
letters, first by Camillo J. Guttmann, of London, which appeared 
in the Gas World on July 18, 1914, and the second by W. R. 
Ormandy from the Gas World of August 8, 1914. 

The fiM. letter says: 

"•The advantage of oil ow m a source of power for many pur- 
pmm, hut |M^tkul»ly for naval purposes, have lately beeen so vigorously 
c&aviweti and so exhaustively dkeussed by engineering ex{>erts, that 
thm? ii BOW no pur|)«® in dilating upon them. In riew of the fact that, 
whether for good or ill, the die has now been cast in favor of oil, and 
tiat tl» nation (Eaglish natbn) has already comnntted itself to far-reach- 
img .whfintt of foreign exploitation, it becomes much more pertinent at 
t-l» to coBiider what rw>i 2 rc€s we have for curing our supplies 

mt f« b«d« the more obvious advantages, there are others 

hardly hm important In finding oui source of supply in this country. 

la aitkl« w'McIi have rw^ntly appeared In the Press, public attention^ 
WM to thk Mpfct of the qu«tlon, and to the pcesibihty of pro- 

oik for t,l» Hayy from bituaunoim eo^, shale, peat, or even sewage 
smite. Th^ Mtkfoi mainly drew attention to the del Monte and 
BHiiar procMMi ef obtdiuiif n»tof sprit and fuel oil from coal W^hile 
wfi ^omota the wlutfon of the oil fuel problem, 

their ultimate fnntlon on the succ^ 
M cr«tkm d t m»ket im thar i^Mual ptodmi — a mni-fuel for house- 
Wd aM lie piip^i. 

11^ istewtii^ hmmfm, omittel to mention one proce^ 

W.&I 1 , to my wh^hw or ki OMatjiiafion with other methods. 
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opens up a wide vista of possibilities in this connection. I refer, as ipost 
experts will have guessed, to the process perfected by the late Walther 
Feld. This process without the intervention of any other, produces 
not only fuel oils, but, at the same time, and in one operation, a pitch 
containing practically no free carbon (in other words, precisely the pitch 
that is now in ever growing demand for road-making and other purposes), 
a benzol which is valuable as a substitute for petrol, and, finally, the usual 
yield of ammonium sulphate. This last is produced direct by a beauti- 
fully simple process which entirely obviates the necessity of purchasing 
or manufacturing sulphuric acid. 

The general introduction of this process in coke-oven plants and in 
gas-works throughout the country would, apart from the economy in 
working and prime costs, greatly assist in providing a natural, national 
and adequate reserve of oil fuel, and is, therefore, worthy of earnest con- 
sideration jointly with other processes direct towards this end. 

It should be noted that the success of the Feld process is not in any 
way dependent on the sale of a residual product, constituting, as it does, 
an improvement on existing processes in by-product recovery. 

Our agricultural interests would derive all the advantage of a more 
rational production of ammonium sulphate. The fertihty of land may, 
in many cases, be trebled by the judicious use of this, one of the most 
generally valuable of our artificial manures. Ammonium sulphate is 
now recognized to be so necessary that its use has almost become a cri- 
terion of the progress of agriculture, and of the degree of a country’s 
enhghtenment. 

The writer recently had the privilege of inspecting a trial Feld plant 
installed at the works of one of the foremost Westphalian coal and iron 
firms, and intended to deal with the gases from a battery of coke-ovens 
with a daily capacity of 800, and ultimately 1600 tons of coal. This 
plant is, I understand, the first of several which are on order, and in the 
writer’s opinion, represents the first step by which Germany will ulti- 
mately become largely independent of foreign oil for her Navy, and of 
petrol for her motor-propelled vehicles. 

The above considerations are not intended to put forward the Feld 
process as a panacea for the fuel problem, but to show that the available 
field is a broad one, and that the Feld process must necessarily play an 
important part in any future developments. 

It will be seen that the present needs of our Admiralty furnish the 
Government with a rare opportunity for combining the solution of a 
departmental economy with a new industrial departure influencing our 
national economy, and which will not only increase our power for oflensive 
defence, but — and this is interesting — enhance our power for passive 
resistance just where it is weakest, by reinforcing our home supplies of 
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It b raueb to he hoi)«i that our rulers tvill show themselves sufficiently 
enli«hleneil to embrace this opportunity and, what is quite as essential, 

it promi^ly md 

Tlif p0W>iR€i tliStt from ^Ir . "SS . R. Onuand} j 

mjni 

IIk mrtmpindmm wMeh li^ been taking place in The Gas 
W«M it m cpite obTioi^ that the problem which Mr. Feld set out^to 
M^Tf k rmiiKHi by all readers. No doubt from time to time descrip- 
ikiM rf Feld plant and procfsi^ have appearetl in these colunms; but 
in vkw d tl» iner^^ attention w’Meh is now being devoted towards 
utiiiatba d the national fuel resourees it might not be 
m% d U d^ribe brkSy the genemi principles w^Mch Mr. Feld 
miBcmted. 

Eefarded from a seientifie standpoint, even the most modern methods 
rf ntilking tiMl are carried out in a primitive and, in most cases, bar- 
IwKiis mani^. la coke-oven and gas-works practice coal is distilled and 
|.|» products of such distillaton are condensed together 

into m atemmaMe mirture upon which sul^equently much time, skill, 
fad and cap^ 1ms to be spent to bring about even a partial separation 
rf tM tmy msm into its separate ecmstitiients. ]Maybe Mr Feld was 
i©i tl» int to f«llie the waste that wm involved in such a process 
md to- 'pdnt- out how much m<re rational and economical it would 
he to lepwmte tl» mrious eonstituents of the distillate by means 
df a system of fractional eooii'ng and washing. On the other 

had, ha wa# un4>ubtcdly the first to make this problem a IFe-work, 
jffld to Kt mit to devke apimratus and to work out rmetions to overcome 
the with which every step in this great problem was b^et. 

A cmipirttivtly -emnination of the problems involved showed 

tte' ’kip»Mfity erf deling with the complicated products of the dis- 
erf in aa «lequato manner. Making xm of liquid reagents 
the- d liMiuble rmgenti in siMpeimion brought with it the 

nac«rity d dtvMi^ ^oie new form of washing apfmratus w'herein such 
«rfii toe ui«i eofitinuouily and efficiently. This led 

to tl« wrdii^ii of the Feld waslirar, wMch done renderoi pebble the 
laiimtkfflt of m«y ef tl» f»etic« wMeli had subwquently to be made 
^ d. In ipto d thB mmj difeultiw undw which he labored, Mr. Feld 
*i€«*©dbd In pwfectii^ poving tte suitability erf the intensive type 
d imh®, Md Mv^ed long eniuigh to find the principle in- 

vdlvrf liwr« i^qplid l^ « kr^ mmlm of makers who flooded the 
aitfktk with swdiiiathwa m dmt to the oripnal m the law i^rmitted. 

The erf an intimate knowMge of 

^ mM vtp» ptttiiire d wlutbas of gases and of oik. 

Mmk d tto WM aM it a v^t amount of work 
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before a basis was available upon which to build the superstructure of 
the new process. Instead of cooling the gases from whatever form of 
distilling apparatus was being employed, these were kept at such a tem- 
perature that no deposition of even the most easily condensable of them 
took place before the products were allowed to enter the first washer. 
So far as regards dealing with the oils, the principle involved was similar 
throughout, namely, to reduce the temperature by stages in a number of 
washers, so that the gas was cooled in any one stage to such a temperature 
as allowed of condensation of whatever product was desired in that stage. 
Thus, in the plant visited by the writer, in the neighborhood of Teplitz, 
in Austria, where the products of distillation of a large number of by- 
product coke ovens distilling brown coal were being treated, the first 
washer was kept at such a temperature as permitted only of the con- 
densation therein of pitches and tars and oils boiling above the tem- 
perature of 240 degrees C. The fluid tar running away from the bottom 
of the first cooling washer was allowed to cool and re-circulated, by means 
of a pump, through this washer at such a rate as enabled the necessary 
reduction in temperature to take place. In each of the subsequent coolers 
a similar chain of operations took place. It is obvious that it is possible 
by increasing or diminishing the number of coolers and by varying the 
rate of cooling, to obtain oils from any one washer boiling between any 
desired range of temperatures. In this wise, at Teplitz tar, heavy oil, 
and light oil were separated free from water and ammonia. By this time 
the temperature of the gases has been brought so low that the water 
vapor contained therein is on the verge of condensing. By using the 
counter-current system and allowing the gases to meet a stream of water 
in the Feld washer it is possible to reduce the temperature of the outgoing 
gas to about 60 degrees C., and yet to have water leaving the washer at 
such a temperature that no appreciable amount of ammonia remains 
therein. By similar ingenious means the temperature of the gases was 
lowered still further without loss of ammonia until a product was left 
containing the whole of the ammonia and so little water that it was pos- 
sible to recover the ammonia as sulphate free from tar and coloring 
matter by means of some of the many reactions which Feld worked out 
for this purpose. 

It would lead us too far at this point to go into the details regarding 
the recovery of cyanogen, but it is worth pointing out that the Feld sys- 
tem of fractional cooling permits of the removal of cyanogen at a tem- 
perature and under conditions which prevent the formation of the sulphur 
compounds of cyanogen, which lead to such heavy losses of this valuable 
material, in operations carried out under the old regime. The cooling of 
the gases to a degree which permits of the removal of the ammonia salts 
still permits of the benzene compounds remaining in the form of vapor, 
and subsequent washing in a final Feld washer with heavy oil results in 
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tl» f^fVfry of praetieally the whole of the beazene group boiiiag below 
I€l C. ill a fonii whdch permits of their recovery in great purity 

with tl.» mialainiii of labor ami espieiise. 

T!» sublet of the recovery of the ammonia as sulphate at the expense 
rf the fnlpliur eoataineci in the gas with the ammonia has been in the 
l^blk eye to sueh an extent during the last few years that the W'ork of 
Feld la thii liireetioa has no doubt caused the general public to overlook 
tl» service which he hM rendered by not only pointing out better theo- 
retlml liriis upon which to attack the great problem of dealing with coal 
tm dMilkt-es, but in proving that such theoretical methods were well 
witMn tk? practical produce. 

There is no doubt that the immediate future will witness great ad- 
vance in the more intelligent utilization of our fuel resources and such 
ImproTement is bound to \x accompanied by the production of increased 
ttncmnts of kith volatile and heavy oils. It is almost impossible to con- 
ceivf that siich advance can take place without benefiting in a large 
dffree from the pioneer work carried out by IVIr. Feld, and thus far Mr. 
Guttimnn Is more than justified in associating Mr. Feld’s name with fuel 
ttl from national sourc®.’^ 

The author would greatly appreciate any suggestions from the 
fcadeii of this book with the view of extending its usefulness in 
ensuing tuitions, and in thus keeping its contents abreast of any 
developments made in this field of conservation and industry. 

FREDERICK H. WAGNER 

M©., AmpM, 1914. 
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COAL GAS RESIDUALS 


INTRODUCTORY 

A hundred years of development have passed since Murdoch's 
discoveries permitted the lighting of the city of London with 
coal gas, and these years have placed gas lighting in the fore- 
front of industrial progress, while the history of these years 
plainly shows how the proper utilization of by-products can revo- 
lutionize the magnitude of an industry. The early years of coal 
carbonization could depend upon no, or but very little, assist- 
ance from by-product sales in the matter of cheapening the cost 
of production, and not until the aid of modern chemistry was 
called in, did the production of residuals make any appreci- 
able change in this condition. 

The recovery of residuals is a very important conservation 
of resources, and it forms one of the principal means of 
revenue to the coal-gas producer, the sale of these residuals 
reducing the cost of gas production in a degree corresponding 
to the efficiency of the recovery methods adopted and the 
market value of the product. 

The principal residuals recovered today are tar, naph- 
thalene, cyanogen, ammonia, and in the case of coke-oven 
gas, also benzol by a direct recovery method, and they will 
be treated in this consecutive order in the following pages. 
The recovery of benzol is confined almost entirely to the coke- 
oven plant, where a direct method of recovery is adopted, 
and to the tar distiller, benzol being one of the most valuable 
of tar constituents. While the recovery of naphthalene can- 
not exactly be termed one of profit in a pecuniary sense at 
present, the removal of a certain portion from the gas is of 
distinct advantage, and the methods adopted for its removal 
will, therefore, be given. 

The gas produced during the carbonization of coal is a 
mixture of fixed gases, vapors of various kinds, and, at times, 
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.tA ^ gloLulrs iA liquids, wiikli are held in suspension, and 
arr !La- earnt'ti fi^nvard l>y the gas; these gases and vapors 
^arn forward some solid earbon ia the shape of dust. 

The priiifipal fixed gases are hydrogen, Ha; metliaae, 
C'lb, km>w'n as "‘marsh” gas; ethane, C2H6; propane, 
I’slb; butane, GHia; ethylene, C2H4; small amounts of 
butylene, C;4H.s: propylene, CTHs; acetylene, C2H2; carbon 
dioxide, Clb; carbon monoxide, CO; hydrogen sulphide, 
II2S; nitrogen, X2; oxygen, O2; and ammonia, NHs; while 
the principal vapors in the* mixture are benzol. Cell®; toluol^ 
ihdiilis; xylol, C\H4(CH3)2; earl>on disulphide, CS.; and 
vap^r-^. Thi^se latter vafKirs are those of substances 
wliieh h'^fome liquid at ordinary temperatures, but the vapors 
of naphthalene, CioHg, phenols, etc., are those of substances 
whieli become solid at ordinary temperatures, and must, 
therefore, be subjected to a special treatment. 

As will be seen later, some of these constituents are of 
inestimable value to the coal-gas producer, and consequently 
the treatment of the gas after it is produced in the carboniz- 
ing plant, is of great importance; this treatment should not 
only consist of a method of cooling the gas, and thus condens- 
ing and precipitating the vapors as a fluid, but the method of 
treatment should be such as to retain in the gas those valuable 
illuminating constituents which may be lost to a greater or 
lesser extent in the usual condensing plant, and thus the Feld 
system, which embrace successive cooling with a fractionation 
of the proiiuets, appeans most attractive from the standpoint 
of efficiency and simplicity. 

The usual condensing system in coal-gas practice embraces 
the use of a primary” condenser, exhauster, tar extractor, 
sc^ecmdary" condenser, and ammonia washer, the tar, together 
with quite an amount of illuminants, being thus removed in 
a great measure by cooling, while in the Feld system the gas 
Is not cooled below the point where any volatile hydro-carbons 
are precipitated or absorbed by the effluent, the tar being 
fractionated in three washers into pitch, heavy oils, and 
middle or light oils, and the gas is treated for cyanogen, 
comtuned hydrogen sulphide and ammonia, naphthalene, and 
Anally tieiiiol, the entire process being carried out in Feld 
vertical centrifugal washem, as shown in diagram A. 






4 


COAL GAS RESIDUAI5 


As will be seen from Diagram A, the entire condensing 
plant eoriAsis of eleven washers, the first, or pitch washer 
operating at a ttanpeniture of from 160° to 200° the gas 
Imng kept at this temperature in its progress from the 
hydraulic niahi by iiisniating both the main and the pipe 
coniiertioiis, or by the application of external heat, heavy 
oils from washer (2) being pumped into washer (1), where 
they are used as the active pitch-extracting medium. 

Washer (2) removes the heavy oils, and it is operated at 
a temperature of from 100° to 80° C., all operating tem- 
peratures being determined from the actual dew point of 
the gas for the constituent to be removed, the extracting 
medium being the middle oils from washer (3). 

Washer (3) removes the middle oils, due to contact be- 
tween the gas and the oils separated by cooling in washer 
(4h this cooling being effected by bringing the gas into 
intimate contact with water, the effluent from washer (4) 
being run into a separating tank where the oil is separated 
from the water by specific gravity. 

The light oils are removed in washer (5), where the gases 
are washed by means of heavy oils w’hich are previously 
eooied in a special cooler, these light oils being run into a 
reservoir from ^whence they are pumped into the first benzol 
washer. 

The washers for ammonia and hydrogen sulphide operate 
under a temperature of from 40° to 36° C., the hydrogen 
sulphide being combined with the ammonia in these washers 
with the consequent formation of ammonium sulphate, while 
the cyanogen washer operates at about 35° to 34° C. 

The naphthalene is removed in wmsher (^) at a tempera- 
ture of about 18° C., while washers (10) and (11) serve to 
extract the benzol and its homologues, the partially satu- 
rated oil coming from washer (10) being pumped into washer 
( 11 ). 

Tor the complete theory of condensation the reader is 
referred to ^^The Cleaning of Blast-Furnace Gases,^^^ only 
such portions of this theory as are applicable to the t^emoval 
of tars and oils being given in the following chapters. 

The usual method of condensation as practised in America 
^ Puh&M by the MeGraw-HiH Book Co., Inc., New York. 
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has as its natural result the cooling of the gas and, in so 
doing, the removal of those constituents which cannot re- 
main permanently in the gas without fouling the purifying 
apparatus and the distributing system. This condensation 
starts as soon as the gas leaves the mouthpiece and enters 
the ascension or stand pipe delivering the gas to the hy- 
draulic main, and it has been estimated that from 30 to 50 
per cent of all condensible constituents are deposited in 
this main. 

Heavy tars are thus deposited in the hydraulic main, and 
these should be removed as quickly as possible becaui^e their 
presence acts as an absorbent upon the illuminants, and thus 
reduces the candle-power of the gas. All subsequent con- 
densation should proceed slowly in order to retain as many 
of the hydro-carbons in the gas as is possible, because sudden 
chilling not only removes these valuable constituents, but it 
also causes the deposition of some of them in the shape of 
naphthalene, with resultant stoppages. 

The tar produced from coal gas is one of its most impor- 
tant residuals, and while it is used to some extent in its 
original form, it finds its most important application in the 
arts, where it forms the basis of aniline color production, 
900 different colors and shades being listed as coming from 
tar, these being produced by distilling the tar in tar stills 
and, after a certain temperature has been reached, water-like 
oils result, these oils being the base of all of the beautiful 
coal-tar colors. Carbolic acid, naphthalene, anthracene, and 
benzol are also produced in like manner, and each of these 
constituents in turn produce a long series of other products. 
By treating anthracene we produce alizarin, one of the most 
valuable coloring matters, and which forms the base of 
indigo: Many blue dyes in early days were produced from 
the juice of the indigo plant, native to India, which juice, 
when exposed to the atmosphere, oxidized and precipitated 
indigo. 

Indian indigo is still used to a great extent in the dyeing 
industry, but the blues produced from coal-tar are rapidly 
displacing it. The alizarin produced from coal-tar is identical 
in chemical composition and coloring properties with madder^ 
and this has become a very valuable commercial product. 
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Siilistaiiees ItTmed iiioriiaiits by owing to thoir filing: 

qualities, are mixed witli the true eohiring matter, and are thus 
eiiifiloyiH'l le- vehivies for tiie latter. By adding the iiiordant 
aliiiriiiia to alizariin rtai lives nsult, and by adding the nior- 
tiafil ircm, darker tones are prcMiueed, anti liy midiiig i^liroine 
the resultant eolors are violet. 

Cheniist.s are aide to split up quinine and prcxiiiee qiiiiioliiie, 
tile latter Ixdiig also a eoahtar derivative, up to the present 
time, in spite of the faet that- quinoline is known as the skeleton 
of cpiiiiiiie, we have as yet been unable to produce the latter from 

quinoline. 


CHAPTER I 


TAR 

Tar is a thick, dark-brown, viscid, oily liquid, produced 
during the dry distillation of coal; its chemical nature is 
very complex, and it contains a large number of compounds. 
The crude gas leaving the retorts is a mixture of permanent 
gases, but this mixture carries with it quite a number of 
hydro-carbon and other vapors, and as the illuminating, as 
well as the calorific, quality of coal gas is, in a great measure, 
dependent upon its hydro-carbon constituents, it is of prime 
importance to so treat the gas as to retain as many of these 
hydro-carbons as is- possible. A reduction in temperature, 
however, soon reduces the hydro-carbons of greater density 
to liquid form, and this liquid is usually termed '^tar.’^ In 
spite of the fact that the gas temperature at the hydraulic 
main outlet is perhaps never lower than 145° F., large quan- 
tities of tar are deposited at this point, and it is, therefore, al- 
most impossible to retain the hydro-carbons of this class in the 
gas with the usual method of condensation. 

Both the nature of the coal used and the temperature of 
■carbonization exercise a great influence upon the quantity, 
as well as upon the quality of the tar produced; thus both 
quantity and quality regulate the amount of revenue re- 
ceived, and in this manner govern to a great extent the 
final cost of gas production. 

It appears from experiments conducted by Dr. Bimte, and 
afterwards confirmed by later experiments made by the 
Paris Gas Company, that the quantity of tar produced varies 
with the percentage of oxygen contained in the coal, the net 
results of these experiments leading to the statement that the 
greater the amount of oxygen present in the coal, the greater 
will be the amount of tar produced, this statement seeming 
also to hold good for ammonia production; on the other 
hand, it is stated that the greater the percentage of oxygen 
present, the less will be the production of coke. 
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T;ir prmliieeti hy high temperature carbonization contains 
but traces o! paraffines and small quantities of olefines, but 
the acetylent^s, kaizenes, hydro-carbons, and naphthalene are 
prcMa-it in large quantities, while the nitrogen is usually 
found in pyridine bases, and carbolic acid and cresols are the ^ 
priiieipal phenols; this tar also contains quite a quantity of 
wliat is known as “free carbon.” Tar produced in vertical 
n-torts contains paraflinoids in large measure, and its ‘'free 
carbon” content, as well as that in coke-oven tar, is low, in 
spitt‘ of the fact that high carbonization temperatures prevail 
here; the cause of this difference in the quality of the tar is 
probably due to the travel of the gas, and wffiich travel is in- 
iuent^ed principally by the shape of the carbonizing chamber. 
“Mass” earbonkatlon, as practiced in verticals and coke-ovens, 
as a rule produces better tar than “layer” carbonization as 
practiced in the older types of carbonizing apparatus, particu- 
larly where light charges are in use. 

The term “free carbon” applied to this usual constituent 
of eoal-gas tar is not exactly correct, as this constituent is 
not really^ a pure carbon, but a composition containing several 
other substances as w'ell as volatile matter; experiments in a 
numlM^r of cases showed that after being precipitated, washed, 
and dried it usually appeared as a brown-black powder yield- 
ing al)mit 8.0 per cent soluble matter of an oily, rather heavy 
mturcN while the remaining ash coatained quite an amount 
of oxitie of iron. Against this we find, according to Allen, Yol. 
IL part II, page 55, that Behrens found ‘‘free” carbon to consist 
of 91 to 92 per cent of carbon, 3.1 per cent of hydrogen, and 
§.4 to 0.9 cent of ash. 

As opp)sed to high temperature carbonization, the tars 
produced by low carbonization temperatures usually possess 
less naphthalene and hydro-carbons of the benzene series, 
but a larg€*r proportion of paraffines and olefines, while the 
nitrogen usuiilly appears as anilines. 

The result of experiments conducted by L. T. Wright on. 
the effect of temperature of carbonization as related to tar 
yield is shown in Table I, the temperatures of carbonization 
varying k»tween 1112® F. and 1472® F. 

The quality of tar produced also seems somewhat dependent 
upon the type of retort used, and very extensive tests were 
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made by E. O, Wyne-Eoberts on tiiis premise, the rtsii]t> of 
these tests being given in Table IL earbiiiiization iuiviii.g: hetn 


TABLE L— TAR YIELDS 


Experiment number i 

1 

2 

3 

4 

5 

Cn. ft. of gas per ton of coal 

OfCM) 

■ 7i2iW 


lihltV2 

1 LLXI 

Specific gravity of tar 

i 

L086 

; 1.102 : 

I.ILI 

LI 54 

1 .2s Hi 

Composition of tar (by per cent of 






weight ) . 

, ! 





Ammoniacal liquor 

1.20 

1 

1.03 ■ 

1.04 

1 .05 

i}.3Si 

Crude naphtha 

9.17 

i 9.t55 : 

3.73 

3 .15 

0.995 

Light oils 

io.r>o 

^ 7.40 ■ 

■ 4.47 

2 ,50 

0, ">67 

Creosote oils 

26.45 

; 25.S3 

■ 27.20 

27.33 

19.440 

Anthracene oils 

20.32 

i 15.57 

18.13 

13.77 

i2.2> 

Pitch 

2S.S9 

: 36.80 

: 41.80 

-ii .til 

64.08 


carried out in horizontal retorts, vertical reports, inclined 
retorts, and chamber ovens. 


TABLE IL— COMPOSITION OF TARS 


Compositioa 

Horizontal retorts 

V'ertieal retorts 

In- 

clines 

Cham- 

ber 


1 

2 

S 

4 

5 

e 

T 

8 

S 

1© 

Specific gravitv at 
60° F 

3.20 

1.25 

1.22 

1.25 

1.10 

1.12 

1.119 

1.13 

1.095 

I.IS 




Composition by 
distillation .... 


% 

% 

% 

Cl 

tC 

Fc 

/c 



Hr 

Light oils, below 
SSS” F 

3.10 

1.10 

1.40 

1.10 

5.85 

1.70 

3.70 

2.m 

4.40 

; 0.40 

Middle oils, 33S to 
518® F. 

7.68 

13.10 

10.50 

13.10 

12.32 

21.90; 

20.20; 

16.50. 

; 2S.50 

10.20 

Heavy oils, 5 IS to 
662® F 

f 10.15 
i 1 1.64 

13.20 

16. 14 

13.20 

i 

( 11.95 
1 15.96 

21.60 

■ 23.10 1 

20.80 

1 19.20 

’ 30.10 

"Pitfth 

62.60 

72.60 

71.80 

72.10 

49.75 

54.80 

52.f50 ’ 


j 47.50 

; 53.^ 

Naphthalene 

Free carbon 

20-00 

9.00 

28.70 

1 2 to 4 

z.m 

0.40 

4.m ; 
4.20 

3.60 

Qm 

2.&0 

^ 4.70 
11.10 

"Water in tax 


6.00 




2.20 

; le.iD 
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Diagram I. — Scheme showing the Refining of Fractions. 


The distillation, or refining of coal-gas tar, is usually carried 
out to the fractions shown in Table III, while Diagram I shows 
the products secured by refining these fractions. 


TABLE HI. -TAR DISTILLATION 


No. 

1 

i 

No. 2 

No. 3 

Fmcticas 

Temperature 
C. degre«i 

1 

j Fraction 

Temperature 
C- depws 

Fractions 

Temperature 
C. degrees 



jFirrt ruonii^. 


Light naphtha 

0 to 110° 

m iif M oa« . . 

0 to 170® 

1 or first li^t 


Light oils .... 

no to 170° 



I oils ....... 

0 to 110° 



Betvi? oilB, dftwl 


iSeeoad Ugjat 




oa», or e» 0 ' 


oils ....... 

110to21(r 

Carbolic oils . 

170 to 225° 

»te oils ..... 

170to27Cf 

iCartxdk oils . 

210 to 240® 

Creosote oils . 

225 to 270° 

AatkrawiM oils . 

about 270® 

Creosote oils. . 

240 to 270® 

Anthracene 


JKtck ......... 


iAntbraeoue 


oils 

. about 270“ 



: oila 

about 270* 

Pitch 









The Remowil of Tar. — In the usual systems as applied at 
present, the removal, or the precipitation, of tar is accom- 
plished by condensation or cooling; quite an amount of 
condensation occurs between , the retort and the hydraulic 
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main, a further amount of tar being deposited in the hydraiilie 
main proper, after which the gas is eondueted to tiie eon- 
densers, where gradual cooling further rediii'os tiie tar eoritt^rit. 
After leaving the condensers the gas still contains quite a 
number of tar globules in suspension, 
the removal of these last traces of tar 
being only possible by means of friction, 
a Pelouze and Audouin condenser being 
the usual apparatus employed for this 
purpose. 

This condenser is subject to quite a 
variety of forms, but the construction of 
the various types all depend upon the 
same principle (see Fig. 1). In this 
machine a friction bell (A) is suspended 
in a cylindrical easing (B), the bell 
dipping into a reservoir (C) containing 
ammoniacal liquor. This bell consists of 
several sections arranged in pairs con- 
centrically, the inner section of each 
pair being perforated with small round 
holes facing a blank space on the next 
outer section, the perforations in this 
outer section being somewhat larger than 
those of the inner. The gas enters at 
(D) and passes up and under the friction 
drum, or bell, finding emission 
latter through the holes 
shells or sections; the tarry 

wire-drawn and condensed in passing Fig. 1.— Pelouze and Au- 
through the perforations, striking against duuni l ondenser. 
the blank space opposite the holes and being thus deposited 
on the shell of the drum, flowing to the bottom and 
thence to the overflow, the gas passing on and out at [E). 
The friction drum is suspended and so balanced as to act 
as its own regulator, the drum rising or falling in the hy- 
draulic seal as the make of gas increases or diminishes, the 
amount of seal for maximum make being regulated by the 
counterweight (F), thus causing a larger or smaller number 
of openings to be exposed to the passage of gas. 


mission from the I?-~ 4 
s in the various Ir^ 
tarry vapors are 



12 I’OAL iiAS EES1DUA.LS 

Afioiber tif t:.ir vxinivtof i< in the form of 

a.!i mivnuT -Ym. 2*, ^md is u^etl iii eoiiiioetion with the 
in:«» hx-pTiHiutt eok-e-%)Vfii ^ystrtii; here the gas is sprayed 
\ivh a el tar as it enter- the apparatiis ut (A), the 

tar hivinir r'i»liec!tHi*in a ilram and a rertaiii fiortion being 
i\)ri!hiu-u>^y |>usij|H.'ii bark to the spray lyv means of a 
luiiiip. The gas ieaves the drym through a series 
et iH'-rijrat m tiie pipe, 

Tiie :siiiiim-ihirve‘> (eompaiiy uses what is know’n as a 
cydinie lar e^straetor, the shell or body of 'wliieli is eylin- 




F%. 3.'-~Cycfoa© Type of Tar 
IktmctcM*- 

ilriml at the top and ending in a deep eone at the bottom. 
The gas enters at (A) and is whirleci around in the body 
f»f the maehine (B), leaving through the centra! pipe (C); 
the foiiden^l tar leaves at the tot tom of the apparatus 
me I enters a seal at (I>) (see Fig. 3). 

The rentrifugal tar extractor is built up of a fan easing 
eontaiiuiig a s€»ries of blades mounted upon a rapidly revolv- 



ing sliaft: tlie giis elite the ea>i!ig at 
whirled about the medhiiu ie’ 

iieavier tar i>a,rtieies imng | 

liurieil out against tlie T T^T 

ing by cauitrifugai foree. ’ I 

TIu^ rotary tar c^xtraetor T ^ j y/ 

(Fig, 5) built up of a | jj ] — 

eyliiitlrieal, dnim-liktashell, ^ 

a horizontal shaft passing 
tliroiigli its center; a per- 
forated drum is mounted 

on the shaft, and a second ^ 

. , , j • 1 • Fig. 4,— Cemnfii 

perforated drum, inelosiiig 

and eoncentricaliy surrounding the form 

hollow spindle, the two drums revolving i 

through the medium of a set of planet, 
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Fig. 5. — Rotary Type erf Tax Extractor. 




|.| njAL * *.\N 

h^-r.itkhl drmii- ivinli iia -rrtiuns, th*^ tkrii^es eoiineetiiig the 
A'i' fi.-riiiiiig -i |N>rtiUii of .'t iioiix, lirraiigeii that as 

!hi ro^’ulvr' Hi tlit* till’ kt'pt ill the l.iottoiii of 

tio* i-'a.'itiir. tlir-y t-iu-ed !o> pii*k iip tur anil spread it 
*i\'rr tlo' rt'Vialviiig driiins, tiais ra,iisiiig the gas to pass 

a thin film of tar in iimliim egress from the 

irPenta* if the hriim--. The hottoiri id tlu.‘ easing is provided 
witli a ^trum |K>ekt,l for the purpose of iieatiiig- the di^^posited 



F'ig, 6, ™“ Centrifugal Tv'pc^ of Statie Tax Extractor. 


tar if this should lye found necessary. The gas enti^rs the 
machine at 1*4) and leaves at (B). 

Another eeiitrifugai tar extractor, without moving parts, 
is shown in Fig. S, and it consists of two compartiiicuits 
niarkc^d (1) and (2) which eommunicatc^ with each other 
through the central orifice ill). The gas enters the ilexdce 
at (4) and is then thrown tangentially against the periphery 
fil the irst compartment (1), centrifugal motion being im- 
partetl to the gas by the circular shape of the casing, this 
ecBlrifiigiil or swirling motion iniTeasing in rapidity as the 
gas approaches the central orifice (3), thence passing into the 
mtmd fhanilw^r t2), w’here centrifugal motion is again 
imparltHi to the gas, hut in an expanding ratio instead of a 
contract iiii one, m u the ease in compartment (1), 





]\f. J. ^Vlazerim “(las \VurM/" hmv 27 
that the eeiitrifiigid in !>oth tla-- sN^ntra/Mre^ -ra i .e *« 

ing swirl varies inversely as the euise t?f r.i i: i- j -■ 

patlu thus attaining liigli values. The teati i : »- 

jeeteil against the tar already depu>ited »)U r*.T:i»ierv ..--f 

the -inlet eompartiiiefit {\L while in eeiiipar'nirii^ 2 Me- 
action is reversed, tl'iiis eaiising tda* tan^etit laJ *■• 

decrease as the gas travels towards the pvr]ihivr\ 
ment (2), the pressure being thus resten-d.. The ir i..- h%-iVr- 
the extractor at (“>), wliile tlie deposited tar -i* n- 

into the sea! pots i7) atid (Sh Mazeron al^o ihu! 

from the point of view of tar separatioiu CiUitpartiiierii 2 i- 
of greater importance than eompartinent i-oit liiat 
latter chamber has the effect of iiiakiog the tar vi-i.de'- 
coalesce. 

The speed of tlie gas just before it passes throiugh tht‘ 
centra! orifice (3) is said to be about 500 ft‘et per sov'ond.. and 
the pressure absorbed by the device is a!>out 2.4 ineht‘s ojf w nter, 

The tar, after its removal from tlie gas, lisuMlIy cvuitalns 
quite an amount of amniooiacal liciuor. from whii-ii it is 
separated in a separating welh tlie ammonia lx.l^^ing off on 
one side to storage, and the tar on the tUiier. In i^rdor to 
separate the tar from any liquor or water which may rtill 
remain in combination, the tar may be workeii up .in a veil- 
trifugal dehydrating plant, shown in Fig. 7. Tin- tar is 
cleared of water and heavy particles in this maidinir., aimi is 
thus purified. The tar is heated to from 85'^ bo"-' F. in the 

heater (.j-1); after which it passes through a filter iB'v and 
thence by means of a special valve into the ilnnii of 
centrifugal, the latter making about 25t)i) revidutiiui- per 
minute. The heavier tar is thrown out by centrifugal foim-e 
against the shell of the machine and rises up the >ides to the 
top of the disc (C), where pipe {D) takes up the tar and 
pipe {E) the liquor, this liquor being returned to the aiiimoiiia 
well All of the heavier particles in the tar, sutdi as Ci.ike 
dust and other substances which are insoluble in benzt.T are 
collected in the lower portion of the drum and can readily 
be removed wTien the drum is being cleaned, it being necessary 
to clean the drum t^very six to twelve hours, depcmding upon 
tlie condition of the tar. 


%.ry\L ii\> 




uLvrr tiir-^-* rpnirifiigiil'^ arc* in iLst% the separa- 
?• -*1 -.f ffieii tj.r lui^ pHniim**,! an iiiiTeasetl revenue of 

iA *>*» pr n-eh *hv daily treatment c^f 2S00 gallons of 
!;ir, vr-.i^jUiT giiHeu^ of liqin-tr free tar, selling at 17.5 

IH T s-u! rn-re than the fe)ri!ier priee, am! separating 448 
4 eaii!iii>!iia lic|uor whieh is si4d iiidependeiitly of the 
Mr ri > aiiditioiial net reveiiue i>eiug seeiired after deducting 



latx>r, op'RitiEg eoM, and interest and amortization on the 

c’apital exp^mied. 

Ail of thew* methmls for the removal of tar, with the ex- 
ception of the Otto system, are dependent upon cooling or 
condensing the gas, and the final product, including that of 
tlttv\ mu>t later be distilled in order to secure its various 
constituents. 

Opposed to this syatem is the one devised by Feld, in whieh 
the htat contained in the gas is utilised by a system of 
friMTiona! cwlings to separate, or wash out of the gas, tar in 
several of {}« principal constituents. This treatment may 
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also be varied in such manner as to prevent the formation of 
tar as much as pc3ssi!>le l)y maintaining: the heat of thr^ gas 
comiiig from the retorts at a temperature al>ove the dew 
point of the gas for the constituents of liigh boiling points. 
This may be done l>y covering the eoniieetions from tiie 
retorts to tlie first washer with insulating material, or 'i>y 
applying heat to t he extericir of the pipes. The gas thus 
protected is led to the washers, where it is subject ed to 
fractional cooling and successive washings at successively 
lower temperatures, so tiiat the various tar eonstitueiits are 
separated from each other by employing the temperature of 
the gas itself, and witliout the necessity of employing ex- 
traneous heat after previous cooling. 

The Feld System of Fractional Sepaxadon of Tax Prodocts. 
— As no tar separating plants of the Feld system have as yet 
been erected in the United States, statements showing results 
obtained in this branch of by-product recovery will neces- 
sarily have to be confined to European practice. 

In Europe we find that the distillation of 1000 kilos (2200 
pounds) of coal produces on an average 

30 kilos (66 pounds) of tar, 

120 kilos (264 pounds) of water, and 
300 cbm. (10,590 cu. ft.) of gas, 

measured dry^ at 0*^ C. and 760 mm. pressure, and that this 
average will give 

100 grammes of tar, and 

400 grammes of water per cubic meter of gas. 

The dew point of this gas for water lies betw’een 70° and 
75° C. (158° and 167° F,), or, to be more explicit, at 72° C. 
(162° F.), which means that the gas can be cooled to 
several degrees abov^e 72° C. without condensing the water 
vapors. 

As stated before, tar is a mixture containing more or less 
so-called free carbon, with hydro-carbons and other organic 
substances of various boiling points, generally designated by 
Feld as follows: 

Light Oils, with a boiling point up to 170° C. = 338° F. 

Creosote Oils, with a boiling point from 170° to 230° C. = 
338° to 446° F (also termed medium oils). 


is 


coal HE?^IDrAI^ 


llpa.\-y witli a iHsiUog p-uint from to 270^ C. — 446® 

AIh' i'\ 

Aiiflinii-riH' UiA. Willi ii i^uiliiig puint from 270® to 320® C. = 
AIh' !o F., wliilo tho ro.^idije aftor distillation, eonsist- 

in^ *. f fr^vin 21 * to 30 por cent of frt‘o oiirhoii and hydro- 
with ii iM.aiiBg point above 320" C. (60S® F.), is known 

. 4 '^ tH'^ch. 

Tlio protluii.^ due to tar distillation are of a secondary 
imturts that is, fhty are |>rodueecI I )y means of a second more 
m kss pfticess uf distillation, and their condi- 

tion and respective vidiimes are not at all identical with the 
l>riiiiiiry tar irignnlieiit^ cuntained in the gas. This statement 
stems to he Ixmiv out ly the fact that soft pitch produced 
from the !:>y Feld’s process only contains from 1 to 3 
per ft^nt of carbon.” while the usual pitch produced 

ilistillatien contains at times from 20 to 30 per cent of “free 
carbon,” 

D'liP to the fact that these products are produced by such 
sf'condary distillation, it becomes almost impossible to deter- 
mine l>y computation how much of these primary constituents 
lere c-oiitained in the ga-s i?ased upon the amount of oils and 
pitch produced during the distillation of the tar. 

Just as in tlie case of water vapors, the vmpors of tar 
Ci'.uisfitiient.s, which iire capable of vaporization at variable 
teiiiperatiires, produce Amriable tensions, and this A^apor ten- 
sion Iriercres^'^s the closer the temperature approaches the 
bijiiiiig point cf the liquid in question. According to this 
vapor tension, the gas, eoming in contact with one of these 
fluids, will absorb a certain portion of the fluid in v'apor 
form at a certain teiaperature, or the gas will saturate itself 
with the vapor of the fluiti in question. The amount neces- 
sary for saturation increases with the temperature of the gas, 
and therefore has a fixed relation to the latter. 

If, on the other hand, a gas having a temperature of B®, 
satiirated with tin* vapors of any flukl, l>e heated to a higher 
teropcTature of C®, without remaining in contact with the 
vafior prcMlucing lluld, the will at the temperature C, 
or at any other tempt-rature al>ove B, no longer saturate 
Itself with the vapors of the fluid, and the gas will then be 
with referenee to the vapors of the fluid in question. 
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If we bring this gas, or n gas of a hy!i^.■)-earI>^.>n eharaeter, 
in a superheated condition into intiniati^ rontact with hvilrti- 
carboiis, it will, just as in the above laise of satiiraTion, 
evaporate hydro-carbons and the gas wiil saturau* with 

the product of this vaporization. The vaporizati.’jii will be 
complete in proportion to the heat content due to super- 
heating, and there will also be a decrease in volume as well as 
in' temperature. 

This reduction in temperature is not, however, always 
accompanied by cooling, or by the extraction of iieat, as the 
heat content existing before superheating has been converted 
into latent heat in the vapors of the hydro-eari)un. (hily 
when the fluid to be vaporized is much cooler than the 
caloric compensating point (see “Cleaning of Bhist Furnace 
Gas,’’ McGraw-Hill Book Co., Inc., York.^ and when 

the mass of the fluid is very large, the heating of the mass 
w’hich cannot be brought to the point of vaporization wiil 
absorb heat and produce a corresponding cooling of the gas. 
By regulating the mass and the temperature of the fluid to 
be evaporated it becomes possible to permit or avoid a 
reduction in the heat contents of the gas. 

The following will explain what Feld terms the “caloric 
compensating point.” The heating of water saturated gas 
at and from 40° C. to 250° C., without the additional absorp- 
tion of water vapor, or the superheating of a gas saturated at 
4€° C. to a temperature of 250° C., causes the heat content 
to increase from 51.7 calories by 75.5 calories, giving a total 
of 127.3 calories, or just as much additional heat as if the gas 
had been heated from 40° to 58° C. with the simultaneous 
absorption of water vapor. This higher temperature, or 5S° 
C. in the above example, is the calorie compensating point” 
for a gas superheated to 250° C. and whose dew point for 
water is at 40° C. 

The changes in condition are therefore, in the ease of 
saturation with the vapors of tar constituents, considerably 
less than would he the case if the gas had been saturated 
with water vapors; the heat of vaporization of the hj^dro- 
carbons under consideration is about one-seventh that of 
water vapor. For example, if the heat of vaporization of 
benzol is 92.9 calories, of toluol 83.5 calories, of xylol 78.3 
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ui; the of viipimziitum of iSlieh tar constituents as 

.4 itigher btuiiiig piurit will be still less. 

If tlif' -:ii per heated gas is sim ul tan eons ly mixed with several 
hyJr..-.arlHais. or with .^ueh as will permit of mixing or of 
h ah-serbtti the one with the lower boiling point will also 
a-! a. a fas untl saturate itself with the vapors of the one 
h ivaif the higher point; but the conditions^ governing 

a as this are not so readily explained as if we were 

*1*4 hug with wafer vapors, or with the vapors of non-mixing 
fluid-, ill the ciise of mixing fluids the tension of vaporiza- 
11.41 elinnges fi>r the various constituents, and the final 
rt'suit.v, wliii'h of course are of the most importance, due to 
the ii'Hiiiig c|iiaiities of the hydro-carbons with the constitu- 
ents of low biuling |X)inta, will cause the vaporization of a 
grealer mass of the iiuids of higher boiling points than would 
Ix' tlie case if the latter fluids were present in an unmixed 

In affordarice with the heat contents corresponding to the 
degree of su|MTheat of the gas, and to tlie mass of constituents 
ol low' tHiiiing iKunts active in the gas, the gas will tvholly 
or only partially saturate itself with the vapors of the fluids 
in i|iit¥tion; it is therefore possible that the gas may saturate 
with the vapors of the high boiling constituents (as 
tlicir tension of saturation is iow’er), but will remain super- 
limfed with referenee to the low boiling constituents. 

If, lor exampk*, the superheated gas should be cooled by 
means of twtslde coolers, a portion of the high boiling con- 
stituents with which the gas had saturated itself, will immedi- 
ately condense, and the amount of condensation will be 
prc'^portional to the decrease in temperature; but the low^er 
iMuling foiistitueot can only separate itself after the gas has 
ecK>led to the temperature corresponding to the dew 
point of the fluid in qumtion. 

Ill fhk rase we ^Im find the conditions which govern the 
mmmhh fluids altere^l, m the dew |X}iiit of the lower boiling 
fcmsfltiicnls ri^ if at the same time a high boiling constitu- 
ent, which will mix with the lower one, is separated from the 

€ml pts and similar §a^ are in this unsaturated condition 
will rtimmet to the oily tar constituents contained in the 



TAK 


21 


gas when it leaves the retort, but it will bv saturateil with 
the major portion of the hitimien (‘uii-titiauits. The dew 
points of this gas for various eonsi it iitiUs lie at varying 

lower temperatures, and are dependent uptui tlie boiling 
points and the masses of the various eoi)<t it ii ents of the gas. 

Feld determined that the dew points of tiie usual coal gas 
for the greater portion of the bitumen tar const itiieiits lie 
above 200"^ C. (392® F.), and for the greater portion of the 
oil constituents below 200® C. As long as the gases are not 
cooled below 200® C., only unimportant quantities of the 
oily tar constituents will be separated: of course, this temper- 
ature of extraction varies in accordanee with the quality of 
the coal used and of the gas produced. 

In order, then, to extract the tar constituents directly and 
fractionally from the gas, and which has heretofore only 
been accomplished by secondary distillation of the tar, Feld 
proceeds as follows: % 

The gases coming from the benches or the coke-ovens, as 
the case may be, are protected against condensation by 
wholly or partially insulating the hydraulic main and pipe 
connections, so that the temperature of the gas does not drop 
below the point at which tar products of low boiling points 
are separated. For the removal of the other tar products, 
Feld employs his centrifugal washer; in these washers progres- 
sive cooling, or progressive cooling combined with progressive 
washing, is attained through a progressive drop in tempera- 
ture, and in this manner various tar products are obtained 
and separated from each other through the medium of the 
heat of the gas itself. 

This treatment of the gas can be employed to secure any 
number of tar constituents; in case it is desired to secure 
pitch and tar oils of higher boiling points, twm w'ashers are 
employed, and they are operated in such manner that the 
temperature in the second washer remains above the dew 
point of the gas for water; or, for example, if it is not 
desired to separate pitch from the other constituents, those 
constituents of the tar which have higher boiling points can 
be separated from the gas in one washer by maintaining a 
temperature near the dew point of the gas for water. 

Cooling down to the desired temperature can be wholly^ or 
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r’iTl .h"*' 'HA -i "lirfiti-'t’ hilt it IS c)f prime 

J,,;* J L, ::i! to i-Hil thv ^as to a given separa- 

♦ . ». the gas with a licpior produced from 

I -t^-rarei diiriiig a later pc^rind of separation, or 

lare I* mhi'«’h roiifaiii tar ronstitiKuits with wMch the 
.MUi** -.iturate it.-elf at the givtai temi'W rat lire. 

The tirep 111 teiiiperatiire of the gas Is tliiis produced by the 
; of tl.e tar eeostitiieiits in question. Generally 
q-tjinig the Ka>t^s are cooleti at one point of progressive 
-»;u!at; ai wa'^hing them with the fluids of a later period 

• d | 4 i»gr! M'parafkm; it is therefcwe immaterial wdiether 

the tt aching hqouis are taken from the gas itself, or "whether 
thev are seeiiretl friUii outside sources. In the following 
tesvription the separation of phteh is included, and it is 
ii^^^iinied that the pitch, or hitumen-cdiaractered constituents, 
shiiil not rtmtain any products with a boiling point below 320° 
to :ia'f CT Fd. # 

Thi* are cooled down to tiie dew point of such con- 
stitiitmls m have a Ixhling point of from 320® to 350° C. 
fitiii-'f 111 the first washer, or Just before entering the washer. 
As N well known, the dewv point for the greater number of 
Ciinstitiiciits lies above 140° to lt>0° C. (248® to 320® F.); 
witliiii these tem|MTatures such constituents as have boiling 
|k finis of 32lP L\ and alK>ve are extracted, or such con- 
sti! iiriits mith wiiieli the gas will not saturate itself at from 
lll'P to IC^)® CT 

The fonstituents extracted at the gi^^en temperature leave 
the washer m a hot fluid which congeals upon being coaled to 
ak"iiit 70® i\ (158® F,), depending upon its content of hydro- 

earkias. 

The gases foming from the first washer are thus practically 
frwj of tnirkm and pitchy tar constituents, and they contain 
pfiaeipally tar oils with kiiling |K>iats below 350° C. (602° 
¥.], in addition to this, the gases contain such portions of 
the ronstitiients having boiling points at and above 350° C. 
ti* arc cqiii valent to the va|K>r tensions of the constituents 
to a temi^rature of 160® C. (320° F.), while 
I he Tapir tcasion of the bitumen tar constituents is very low. 

tar constituents which have a clew point from 
IkflT domii to that for m^ater, in this case above 75° C-, 
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are removed from the gas in the second washer, assuming 
that the dew point of the gas for water is at 72" i.\: the 
gas is consequently cooled down from 100" to 7o" C. The 
lowest boiling point of any product separated during this 
drop in temperature is, fur example, at 2A0" C. i-IS2“ F.), 
and in addition to constituents with boiling points of from 
250^^ to 350® C. the product will contain such an amount of 
constituents with boiling points above 350® C. as wdll be equiva- 
lent to the reduction in vapor tension of the gas for these 
constituents. 

In order to separate as far as possible those constituents 
having boiling points above 350® C. from those of lower 
boiling points, as much of the separated product coming 
from the second washer is pumped into the first washer as 
is required to reduce the temperature in the first washer 
down to 140® to 160® C. (284® to 320® F.). Upon the en- 
trance of this liquid into the first wmsher, the constituents 
with boiling points below^ 350® C. (062® F.) vaporize, because 
the gases at 160° C. and above are not saturated with them. 
Those constituents with boiling points above 350® C. with 
which the gases are saturated at 160® C. cannot vaporize. 

This method of operation is best employed in cooling the 
gas and at the same time causing the greatest possible 
separation of the various tar constituents from each other; 
thus the greatest possible number of constituents with boil- 
ing points at and above 350® C. are separated in the first 
washer, while the separated product from the second washer 
will experience a reduction in contents of such products as 
have boiling points at and above 350® C. 

In some cases Feld advises the insulation of the wmsher 
proper, in order to prevent chilling the outer surface of the 
gas, and also in order to be in a position to pump as great 
a quantity of the product coming from the second washer 
into the first one as is possible. 

Instead of using the tar products which have been taken 
from the gas for cooling and washing, it is possible to use 
tar taken from other sources, which tar is thereby separated 
into its constituents and later recovered in its separated 
state during the process of cooling and 'washing. It is well 
to note here that this tar, which is thus distilled through 
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of t!h^ lii’iit of t\w itseif, does not take up 
any free rart.^oii hvaimv the clistilliition is accomplished at 
very lew teiniHTatores. 

iR^teasi id fmi'tioiiately sepanitiiig the tar constituents 
of liifli i.Hdiirig pidiits as liestTibeci aliove, the constituents 
eiiri he joiiitly washed out at a temperature slightly above 
fht' dt^m'-pno! temperature of the gas, in this case from 72® 
til Sih C'\ 1 1H2® to 176® F.), hut in both eases the gas leaving 
file or heavy oil washer as explained above^ or upon 
!ea%’ini thi' hot tar washer deseribetl below, will be free of 
tar and at the same tinn^ retain a temperature above the 
item point for water. As far back as 1903 Feld freed the 
fiis id tdf l>y hed tar washing before a temperature equiv- 
alent ft;, I file dew point for winter was reached. 

A Fclil washer espeeially arranged for hot tar washing is 
iho'wn in .Fig. 8, and in order that condensation may be 
avoided In the washer l^y reducing the temperature of the 
to the dew |x>int for w’ater, the w^ashing tar should be 
heated to from 40® to OIF F. above the temperature of the 
§m at the inlet to the washer, this hot tar being the active 
ta.Mxt»€ting medium. 

Hrferrifif ti> Fig. 8, which show’s a portion of a Feld 
wa«iii€r with superimposed Pidou^e condenser, 

A » Fdoiiie rontimsef, 

B « ikm |x>rt. io washing ch'Mxil.)€t^ 

C .» I j)|W‘? w-ashiog eliamk'-r, 

D * l^,)wer wi^^hing chamter, 

E * Gss into, 

k * Basin, or tank wash tar, 

f * or st.eam coli, 

I * Ei,aMy tar piiffiip, 
m « Preheater for irash tar, 

M » lagiikti^l from tank (k) to pump (I). 

In order to keep the wash tar at the desired temperature^ 
the ^tmm from (rm) is beateti beneath the pipe (a). 

The hot fraali tar i-j pumped from tank (k) through the 
iMukted rt.anection (#) and preheater (m) to the Pelouze 
condenser (d) through the overflow pot (n); any surplus 
tar overflows at (o) and (p) and returns to tank (fc). 

The tar overflows from the IVlouie through (6) and (d), 
if) and (g) into the upper chamber (C) of the washer, where 
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it is picked up by the washing cones within the chamber 
and spread out over the entire gas space, the depth of the 
spray being from 8" to 14", depending upon the size of the 
washer. The gas is thus brought into intimate contact with 
the hot wash tar and is subjected to a thorough washing, 
the wash tar, as well as the tar expelled from the gas, over- 
flowing through the gas port to the next lower washing cham- 
ber; here the wash tar is again placed in circulation by the 
cones in this chamber, and the total combined tar finally 
leaves the washer through the pot (i) attached to the gas 
inlet connection, and by means of overflow (h) enters tank 
(k), all surplus tar from this tank flowing off to the tar 
storage. 

In order that the maximum results may be secured, the 
wash tar should be constantly circulated through the washer, 
but it is not always necessary to circulate it through the 
Pelouze condenser, this omission being dependent upon the 
condition of the tar in the gas. The amount of hot tar to 
be circulated through the washer may vary from 0.5 to 2.5 
gallons per 1000 cubic feet of gas per hour; larger volumes 
of gas require less circulating tar than do smaller volumes, 
but the amount of washing tar circulated must be so regu- 
lated as to prevent the temperature of the gas reducing the 
temperature of the wash tar. 

The circulating wash tar should be pumped through the 
preheater (m) before it enters the washer, this preheater 
being supplied with a steam coil, and in some cases it may 
be necessary to insulate the tank containing the wash tar, 
depending upon its location, and even the washer proper 
with some insulating material in order to increase the effi- 
ciency, as many of these washers are set up in the open in 
Europe, being thus exposed to the weather. 

The tank containing the wash tar is also provided with a 
steam coil, or radiator, made in one piece in order to prevent 
leaks and thus mix water with the tar. Care must be 
exercised in operation to the extent of preventing a deposit 
of thick tar in the Pelouze condenser, and if the washer 
should be stopped for any reason it must be emptied of tar 
at once in order to avoid cooling the tar and thus clogging 
up the passages. 
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TaJE; l\ t\iv re-^iilt?^ ?<erured in washing with hot 

f.u, %.i^hrT h-ring ‘^iipplied with a Pelouze eoridenser in 
* he oiif- but not in the other. 

Tiii- of u|>rr^tion has made it possible to extract 

!-\e.rr>|f^'-i>>ul|ihidis and cyanogen by chemical 
at fiigh feoiiu-'Tatiires, and which wonki not be 
'if tin' ms rimtained tar; this high temperature 
iioa (Hily Tirevents the pro-diietion of weak solutions 

14 %aluabh' gas constituents, Imt it also prevents losses 

to a great e-\tont. The tar-free gas, at a temperature with 
wlath it h.’ii\es the washer, is Bubjected to further washing 
in a of fc^ntrifugal washers, and as explained in the 

h)lb:-wiiii^ leiges, w'here thi^ ammonia, cyanogen, and, if the 
pant lirTangeii also hydrogen sulphide, is removed. 

Aftrr leaving the last ammonia w’asher the gas still retains 
a Pioptraturc « lo^e to that of its dew* point for water, and 

15 tht-nub^rc saturated with water vapors; besides this, 

thf* also carries the^ va|H>rs of those tar constituents 
mbirh have builng points of 25(1^ C. and these having 

iKVfi i^cpamfesi from the tar la the washers preceding those 
ft;r iiiiiiiioiiia, etc. 



gas also contains all tar constituents having bulling 
points below 250^ C., that is, middle oils, naphthalene, light oils, 
xyloL toluol and benzol. In order to expel these middle 
oils, that is fractional distillation at boiling points down to 
200 ® C., the gas is so far cooled as to retain a temperature 
still somewhat higher than the dew point for light oils, which 
latter have their boiling points at and beluw’ 200® C. Accord- 
ing to Feld, after having been subjected to hot tar washing, 
coal gas can be cooled down to IS® C. F.j without 
expelling any appreciable quantity of light oils. 

This cooling down from 72® to 18® C. can now, as the gas 
no longer eontaiiis any valuable constituents which are soluble 
in water, be performed in an additional centrifugal washer by 
bringing the gas into direct contact with water. With the 
middle oils a volume of w’atcr, corresponding to tlie drop in 
temperature, is also expelled, or in the case described abox’e, 
400 — 15= 385 grammes of water per cubic meter of gas. 

This wuiter readily separates from tiie oil expelled with it, 
and this oil contains nearly all of the naphthalene emulsified 
in water; after the water has been separated from the mix- 
ture the naphthalene can be directly removed. If the expul- 
sion of naphthalene by cooling down to 18® C. should be so 
great as to cause stoppages, the cooling should be performed 
in two fractions; first, the gas should be cooled to slightly 
below the dew point for naphthalene, 25® to 35® C. (77® to 
95® F.), and then the naphthalene w’ashed out of the gas by 
employing the middle oils expelled in the preceding washer 
as a washing medium. 

After complete cooling the gas now still contains all of the 
light oils, especially the low boiling hydro-carbons like 
benzol and its homologues, and with which the gas has not 
saturated itself, that is, their partial tension in the gas is 
lower than the vapor tension of those constituents at the 
lowest temperature to which the gas has been cooled. 

A gas thus treated, and one which is to be used for illu- 
minating purposes, possesses a higher illuminating pow’er than 
if it had been condensed and pnrifiied in the usual manner, 
or by the common method of condensation with the com- 
mon expulsion of the various constituents. 

In the present practice, due to common separation and 




ti,.- ? lit " i i4»,i> ptiiiits :ii*t as 

f..j -s 5-'%\^r p 4 'hii^, but, is well 

b.t '\dv-^'r ^*v-'y>n -<<1 a ^■olunun i> alwa\> lower than 
t!"-*’ % .iv> T ■'■■r-i-i; '? !i<«' pure it iioa! . .iJiti liitTefore, in 

;45-,’. T'-iie.' r' nah M t' |>rartr*e r.f |iUrifu:aitio!i. low boiling 
!;r -re^ita? n!*-- .^urii ioiKo-*l an-' to) a greater or less 
I e\p- Of '4 fr.ita Inf ffa-s, tirus re sin ring its illuminating 

in hjfrrt i^rijf.H.ul lun ts> the aniounl thus removed. 

Tleso' tvniinig oiiii-tituoiits, wiiieli are so valiialde to 
the liiiin.inatmir r^ualny ^.4 the gus, will, due to the present 
.-.f jms-^ off oT he (‘xpcdled in part with 

the lar, ff*)rii wiacis i!a.y mu>t I>e regaiiied by separate dis- 
tihati 10 wfuh' la t.ho Frid |>roeoss of eimdeiisation the^' 
remain in th-o g:i-„ 

If .it ^hoihd be dosired if) al-t» ex|>e! tla‘se const it iients 
from the tfie l.ifti-r >ie>nlri be wasluai after final cooling 
m'lTh tar .ul's of high hoiling fHjiiits, and wliicdi were expelled 
froiii tiM' at ;i previtnis perii^d uf the process. Such high 
iMuiiiig tar f)i!^ at the low temperature in question, a 

very fon-ioTK and tins tar oil was taken from the gas 
ifs*:df the gas is alrtuely .^atiirated with these oils in an amount 
ft|uivale*!it ti> the km vaiior tension. In eonsec|uenee, due 
li> use id t.ber*e high boiling tar oils for washing purposes, 
i>r fur rimioviiig: l>ruui>l and its homologues from the gas, 
tlu‘ will not at>^.orh any of the oil, but on the contrary, 
as eas '^utlV-rs xi re-hietioo in volume when the benzol is 
exfMtleib a very siiiail volmue of this wash oil is also expelled, 
ti"»gtthcr mith Cither high Iwdling tar eonstituents from the 
gas, and the .hitt«T is thereby made tdc^aner. 

1 he light oils can now lie distilled from the products 
having high l>oiiing points, ami wdiich were used for wuishing 
out the light Oils, alter wtiifdi they are again returned to the 
wiisbers as wasliing riitHdia: as soon as this wnisli oil lias 
Mtiirafed with impurities, and thus becomes valueless 

fo? Iwniol mulshing, the impure oik of high boiling points 
are umi for wasliing in a prcweiling stage, for instance in 
tfie first or stH^oiid m’asher for cooling and wasliiog purposes, 
where the iow kuling constituents are vaporized and then 
r#*vcivert»d in tlieir origiml and pore condition further on in 
th# prcM^^a, while the eonstituents of liiglier boiling points 
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remain in the product c-oming from the washer in question. 

Feld’s process for tlie sep:iratii>n of tar from gas has been 
in operation at various Eiir43[>ean plants -inee 1906, orig- 
inaiiy as an experiment !.mt finally as a permanent method 
of operation. Below given several operating results 

secured in practice. 

At a coke-oven plant in Upper Silesia the gases produced 
by the carboiiization of 39o tons of coal per 24 hours were 
treated in two Feld wasiiers operated in parallel, the tem- 
perature of the gas averaging loO" C. (302” F.) with the 
following results: 

Temperature of gas, 150° to 160° C. = 302® to 320® F. 

Temperature of pitch expelled from washer 150° C. =302® F. 

Product obtained, 5500 pounds of thin soft pitch. 

Upon heating this pitch to 340® C. (644® F.) the following 
products were obtained: 

Test So. I Test So. 2 


Oil and water at 315° C. (509° F.) 2.6 ^ 7.0 ^ 

Residue after 340° C. (644° F.) . 97.4 Vc 93.0 


The Feld process was installed at a Bohemian ‘‘brown” 
coal works in 1907; here the gases pass through a number of 
Feld washers and surface coolers. The results given during 
a test run showed that due to the large percentage of water 
in the ‘‘brown” coal, the dew point of the gas was found to 
be between 90° and 92® C. (194° and 198° F.). The gases 
are brought from the ovens with a temperature of 110® C. 
(230® F.), and enter the first Feld washer at 89® C. (192® F.); 
owung to the large amount of condensed water, three Feld 
washers were used in series in order to -wash out the sepa- 
rated bitumen and heavy oils, which, at 89® C., were present 
in the water in the shape of fog. The expelled products at 
various temperatures are given in Table V. 

The constituents gained upon distilling these products are 
given in Table YI; columns 2, 3, and 4 give the quantities 
secured in a percentage of the whole distilled off at the tem- 
peratures given in column 1. 
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i\i\u: VI, ■-~vmM}Vcr< of distillation; 


. , iLoirra'Ti 

Oil 1 

Oil II 

Oil III 

ilnni, i:u 

: LLSit, ruiiuiiig 

Stiid 

1 Ve.ry light 





S|»>r iiy rtf 3b''' <' 
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From i 

From 
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The last eoiiimn of Table VI <how< ii Ih^ht oil whieh was 
expelled or separated when the were e-e*uled down froiii 

7S^ to 20° C. 

It should be noted here that befi»re tl.e iritrodiietioii of 
the Feld process of fractional distillatitui in wasiiers, the 
produetioa of pitch by the usual system of eoiideiisatiuri and 
distillation amounted to as much as So per cent, and after 
the introduction of this process the pitch production io the 
same works was as low as 7.o to 12 per cent, tlie production 
of valuable oils increasing in the same ratio. Tlie tar pr...>-- 
dueed by the old process sold for |5 per ton, wdiile, with the oils 
produced directly from the gas in- Fekbs system, the equiv- 
alent in oils and pitch sold for Slh per ton. 

At the coke works of the Ilsider Fluette, fractional dis- 
tillation, by Feld’s process, has been in operation for some 
time with the results given in Table VH. 


TABLE VII. — ILSIDER RESULTS 


1 

Temperature of i 

separation j 

Product Xo. 1 

i Product Xo. 11 

to 70° C. 

Products of 

1 V- : 

70“ to 30° C. 

Distillationt 

To 135° C 


3.( 5 

“ 200° C 

1.1 

10.75 

“ 230° C 

1.9 j 


240° C 

2.4 

37.75 

» 250° C 


5S.55 

“ 270° G 

12.4 ' 

6vS.95 

“ 300° C 

17.6 

SO.05 

“ 340° G 

24.3 


Residue after distillation 

75.7 

19.95 


Product Xo. Table VII, is absolutely free of naphtha- 
lene and only contains from 1 to 3 per cent of 'Tree carbon”; 
according to reports received from the Huette this product 
is an excellent material for lining the steel converters, owing 
to its high percentage of bitumen. While the use of the 
tar ordinarily produced and containing from 20 to 30 per 
cent of “free carbon” only permitted of from 25 to 30 
charges in the converter before relining became necessary, a 
lining of this new’ product permitted of G2 charges, all other 
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r»iii,iiiun2 *i»«i thv life of the converter 

a t.- neTe.i^tMl by niort^ th.Yn 100 per t*eiit. 

Pr-Nii;-'^ X ’ 11 a nihldlv oil from wiiieh tlie greater 

|> Y?Mn t h‘»‘ n.^iphtfuiit'iit^ e.i!! be |)res>eii; ufter eooliiig the 
t4> is" (\ the oii of pnKiui't II is iimhI to wash 
eut tho iii^ht vih aiiti beiii-ol. 

The tar-wa?iiiiig plant ererteti !)y Feltl at Mcineieu, Bel- 
guiHL hY^iDg operated mith the results shown in Table 
VIIL 

TABLE VIII. ~~ AIONCIEU RE^riTS 


Tesipxat ^ire ?^pi4rata^n 

Bitiiiiunous tar jCreosiote oii 

rnuhm 1 ^ {>rixiuet 11 : Product III 

S|>fc'€iie gravity 



1 

^ 1175 


U atift’C 


1135 i 

ill at 17" r 


o.9t; 

\ {>«»,•) wiTy at W' C„ at 5l)' •« U , 

8.0 

ti.O 

1 tAiiyUiie* Pyriiline, 



IVIftLa^ir 

0.2d^-V 

1 fl.32'-i 


Fnmr i'TH or DisriiXATioN 


ToiHFC. 

- imf r. . , . ^ 

' 


% 

10.0 

“ mrc. : : 



29.5 

- 2l(fC.. ^ : 



47.5 

c. , 



m.Q 

" 2.ire . . ■ 



81.5 

' 2if e, , , . ' 



SSM 

'■ 25Cf c. , 


3.5 

93.0 

we, 

“ 2Tff € , i 

2.0 

9.5 

MB 

we. . . 1 

! 9.5 

11.5 


mw*i\ . I 

1 11.5 

13.0 


sir , ! 

I 13.0 

16.5 


*• mr €\ 1 

1 15.0 



“ aao'c. ! 


; 18.5 


" 350' C 1 


1 24.5 


*' mt c\ ! 

M.5 

45.5 


. ! 

60.0 

^ 45J 

\ 40.0 

Meltinf poiat erf p^idue . . , | 

Afki nsJ* ! 

1 53.5^ C. 

! 1.0*T 

60.5" C. 
2B% 


B** ......... i 

1 1.8 

2.% 
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tiir f\xtra^‘tio:!, tuul Miie wiiiah hiir Iwim 
with surrt''-- un praHiiha-r vnn^i-^u in \hi^ 

ga^ fi> :i siitliiheni tu ruialeii'i* thr tar va|Hjr>, aftt.T 

wliic'h tiie gas, vvitli ihv tar, A tiiroiigii a 

Ix^rcHis iliaiiliragm of spun gla--, phaaal la-twofai two metal 
stTeeiis. It is stated that in pa>si2ig thi> dia])lirairiii an 
important eliaiige oeeurs in the idiysieal vi ihe tar. 

On the inlet side, the tar exi>is as a large niimlter of minute 
fxirtieles ordinarily kneovii as tar fog, and in passing the 
(iiapliragiii tliese p:irtic*Ies eoalisee. so that on the diseliarge 
side the tar ]>artieles art‘ of relatively large liimensioiis wliieh 
cannot l)c earried along with the gjis current and they iin- 
niediateiy separate out by gravity. 

This extractor is shown in Fig. 0; after the gas has been 
cooled, it is delivered under pressure by means of the pump 
{B) into the main (b), then passiiig through the diaphragm 
(E) and discdiargecl 
from there into the 
main (F), wiiile the 
tar accumulates in tiie 
separator ((7), from 
w’iienee it is with- 
drawn to storage. 

Ill the electrical pre- 
cipitation of tar the 
duty of the electric 
field is to agglomerate 
the fine tar particles 
so that they can read- 
il 3 ^ be removed later 
in some form of mechanical separator, and it is stated 
that this agglomeration can. proceed without regard to 
temperature, thus retaining the light oils in the gas and 
increasing the illiiiniiiating power. This latter system closely 
approaches the results secured with that of Feld in that 
tar can be removed at a temperature above that of the 
dew point of the gas for water, but the Feld is the only 
system which can secure these results with a simultaneous 
separation of the tar into several of its fractions. 

Experiments covering the electrical separation of tar from 
coal gas have been under way for some time, and the principal 



Fig. 9. — Static T^pe of Tar Extractor. 
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difficulty to be surmounted seemed to lie in the selection and 
design of the electrodes. 

In a report made to the Michigan Gas Association by Prof. 
A. H. White, R. B. Rowley and C. K. Wirth, on the experi- 
ments conducted at the plant of the Ann Arbor Gas Com- 
pany, Ann Arbor, Mich., it is stated that the tar separator 
consisted of a six-inch gas pipe, felt-jacketed, about six feet 
long, set vertically; the gas was conducted into the separator 
by means of a 2'' diameter pipe attached to the bottom, and 
it left the separator on the side near the top. 

The electrode, consisting of a cylindrical series of fine wires 
mounted on the circumference of cast-iron discs, was ce- 
mented into a 3'' nipple, this nipple being screwed into the 
top flange of the extractor. 

Gas at the rate of 11.2 cubic feet per minute was admitted 
into the extractor, thus causing the suspended particles in the 
gas to be in contact with the electrical field for a period of 4.7 
seconds, the current used amounting to 1.2 milleamperes at 
10,000 volts, which was sufficient to remove all of the tar 
carried by the gas into the extractor. 

This experiment was followed by another of greater capacity 
in which the extractor consisted of an inverted made of 
8^^ cast-iron pipe and tees, the electrodes being attached to 
the tops of the pipes. These electrodes were four inches in 
diameter and were strung with 16 No. 27 steel wires, each 
electrode having an effective length of 5 feet 8 inches. 

Twenty-eight thousand cubic feet of gas were passed into 
the extractor per hour, and if the entire cross-section were 
free of obstruction, the speed of the gas would be 22.6 feet per 
second, giving the suspended particles a contact period of 
0.5 second in the electrical field. If the space outside of the 
electrode only is considered, the speed of the gas would be 30.2 
feet per second, and the contact period 0.38 second. 

The difference in potential between the electrode wires 
and the pipe forming the extractor, the latter being grounded, 
was maintained at 20,000 volts, with a current consumption 
of 2,6 to 3 milleamperes, while the watt-meter on the input 
side of the transformer varied in its readings from 200 to 230 
watts, it being stated that the results, as regards tar removal, 
were very satisfactory. 
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TAR PRODUCTS 

The many valuable tar produet??, >o mueh in df-rnir: i a! 
present, are secured by distilling the raw tar into vara 
constituents in stills of either the vertical or honzc'-iital ^i;e 
former finding great favor in Europe, while the latter 1- i>e 1 to 
a large extent in this country. 

Before miming the raw tar into the still it sla'iiili to ^ui- 
jected to some character of dehydration process, and mbtie 
many processes have been proposed to accoriiplisli tins, the 
following two methods are those most extensively used In tiie 
one case the raw tar is subjected to a prolonged ri^st in large 
reservoirs, followed by a centrifugal separating process, t?x- 
plained on page 15, and in the other it is pumped into stills 
of large dimension until the tar begins to flow from a eoek 
located immediately below the top dome, after which the flow of 
tar is stopped and the still is subjected to heat. 

The heat applied to the still causes the tar to l^eeoine very 
thin before it reaches the boiling point, the greater portion of 
the water being collected on the upper surface of the thin tar 
and, as the heating continues, the level of the liquid is caused 
to rise above the overflow cock, thus allowing the water to te 
drawn off from time to time by opening the water eoek; any 
vapors which may be produced during this heating process are 
passed through a condenser and recovered. 

The vertical type of still is to be preferred over the horizontal, 
as its rate of evapK)ration is more rapid; this diferenee in time of 
evaporation causes about one-half the amount of fuel to be con- 
sumed per unit of tar distilled in the vertical still as compartHi 
with the horizontal, but it has many operating disadvantages 
not inherent in the horizontal type. 

The vertical still and its apurtenanees is shown in Fig. 9a, 
while the horizontal t^^pe is showm in Fig. 9b. The vertical 
still is usually constructed of a diameter about equal to its 
height j the shell being supplied with a concave bottom and a 
domed top, both the bottom and the top being eoastrueted in 
sections for the purpose of adding strength to the structure and 
to facilitate repairs. 

The concave bottom is not sprung directly from the lower end 
of the shell, but it is curved into a chaimel groove, the outer 
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Fig. 9b. — Horizontal Tar Still. 
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over. Wtieii t.iie tar is thoroughly ht^ated and drof^ii of dis- 
tillate ap|M:air at tlii* ends of tia^ eontiensing worms, the heating 
is some what,- and great eaution must now !x^ exereiseci 

as it is cliiring tliis ixaioil wlieii priming or toiling over usually 
CM'eiirs, If t.,he still sho\ild prinu.^ t.he Urns must to daiiifxned 
and cold water ixiiired on tlie dome of the still, this proeedure 
usually stopping tlie trouble. 





^ \--r'n.ij!o a ^t'punilur, 

^ \%Atvr h\ Jiffuiaiee ill cmvi!}’. 

* w c-^Ag t. :,' :ia-i t}>- 5il napliliiM maivta’. 

'4-^ ^ u, ♦ T.> >% i« f*:*!*^’*! a liftlt’ till* Vi^llllili* 

iPi.^ t‘f>? fr.iii:i^!i, Imwn as ‘iight ral," 
^ TO ♦.* 170" t'T •.laH" to ¥.K and is 

!.;n . tt "■ ’*.5 l}imtm the prtxiutiioii of this 

ifs*” u%t*'f i.f) ?lx' tail£ stiolild lx.'' kt'li! tHild. 

If T^-ii 1 % ,iU»ut d \wT (Yiit of llie w!io!t\ and the 

/ inTa it are lie!izi.a,it,\ Tidiieiie, 

mi \vk’?x' the fTifle is •rnniereiiil prodiii'ts are Bt'nzol 

■vr i ^ \:r:4et:a a> *^';uiit*, pamt tlimiiers, motor fue!^ 

Hfi-i «:%* fT<n;hexT‘t Jin' aitf-niitikife r!ie.niieal produets are 
tw'rm^W' Sa:t<, Afuliiie Oil, and Oarlxilie Acid, 

%t.> t%' Oxana'al fe'xiiiO.s prtxluet^d from these are the 

\arie.O,|r-rr'*i, Ihplicinhuiuixe other explosive ingretlieiits, Aiii- 
hrw^ Ihrm }!%dim|MiihXie, and other photographic developers, 
^ 'ir,^ arn! mMmrm. 

T}w' t^mvng fotn t.he womi ’i^'ili nom’ lye practically 

Imp s:rf' tl# tire m fmiliially iocrt\ast'iL and the distillate is 

iha** kr‘f*t r,iUAm an tnen rate. The flow of ecxdiiig winter 
the ^%mtyn*d\g. trink i# cut of, and the tem|x:*nitiire of 
ly^ water in tlw ta.rik is ft^sdi.iaHy allowta! to increase by al>- 
f*’orn tlic diflilktt' fis the latter pm^m through the 
W'mv) Ty^ tank is p.rovided with an opm steam 

to pemi-it of irMTea^sing tlie teinfM^rature of tlie water 
w'hr*ii ii.^m#pii<>n ffoni the ff!iidenst:‘r womi k not sufficiently 
tf^ pn^iuee t\yt r<x:|tiireil results, 'llik ne«'ssity for heat- 
iftf fhr- wattT m to the i.rif'reasing quantity of imphtlialeiie 
m iht distilkte, ar^i ttM* worm iiiiist therefore^ Ik* kept 
m%rm %r* $mnmi% tb? ikpiwit of I'k'^ salts and the eonsexpent 
^'kmg (4 tk mmn c«.»k 

mmmi frwetHm m irolii-fixl ktw«m 17Cf and 2S0® C. 
(%W' mhl 41^* F,i w^i tl the- end of the pi:^ficMl it m again cut, 
thm mmmi kmmn m 'Tnkhile, or dead oil/^ and 

rm rf Ibr dblilkte m divertiHi to the next 

Tfc# mteiTOfieli*}# pmhvAn frem t\» mktdte oil are Phenol, 
CwwoS. mA He*%'y Hydpoearhong. Tlies«e inter- 



TAE 



1,1 


ji tiir 

n 1 ' 


V CVeOSOfi'' O 

i], L:jn 


Blav 

k. ao-i -Cl 

me 

d.s? 


! ill 

■' 

111- 

iiitor 


.att' ihem 

a-a: pr 


in 

are Tarr^' 

liC 

At’i. 

! 

l‘).r 

,>■ A^ 


Hilh 

uliC 

\vi<l N: 

ipliTL^ 1 


N.I 

ditliylainir: 

s'-. 

aicl 

r* 

J h < \ 

1 • Ai 

ld. 

whilr 

Iht^ 

ffliiiei! vl 

ami-'a! 

J'- 


els ron,->t 

el 

Pirr 


Ari. 

, Pill 

ratr 

‘s and 


‘T Xitnve^ 

oTiipai] 

u4 

e.xp! 

osive ingnxii- 




t !u 4 i 

ilye: 

s and i 

Cnlur 

■s. Imligic 

, and n 


mi i 

liriwlic A ■I 

id. 

1" 

hi 

^ >»■]] 

V\X Vi 

i )k if 

' if t! 

it* dl 

-tillate n 

ow in Cl 

rea 

LS«'S ^ 

iriii the on 

lor 

iA'* 1; 

ly 


‘11 -Hi 

phi< 

de pn 

Hloni 

muTtx: the in!«i 


uty « 

if tile fire 



ri 

IIirTi 

HlMd 

an 

d fho 

fen: 

ifMTanire 

of the 

‘ V- 

mtiT 

surroiindi 


the 



WO 

nil i> 

iiIh 

) alloweil 

to incre 

astn 

This CUT 

is 

take 

11 

oiT 

1 W t. 


230‘" 

and 

mf C. 

i446^ 

to 

m) 

F.! and 

is 


know II llviix\\ or Antliraeeiie Oils. AnothtT cut soriietiiiM^s 

tlie first iKA.ween 2lMf and 270" C. {4-W and 
o!8' Fj HiitI the set^onti atwe 27(f C. (olS^ F.h At the end of 
this frai-'tion Hirne trouble may experieneixi by the oil, while 
fCMjling, solid, due to the presenee of naphthalene 

salts, anti tlie watc^r in the eondensing tank must be brought 
to the l^oiliiig |.>oiiit. 

As t.ht.' iiistiliiition proeeeils the fire is slaekene<i anti steam is 
introduced into the still this procetlure lengthening the life of 
the still and also soiiiewhat reducing the time rt?quired to distill 
the tar. The time for admitting the ste^iin as irell as the time 
for slopping openitioiis cannot he prtMietemiined, as it depends 
on the character of the tar distilled and upon the character of 
the pitch required. 

Tiit^ intemifxiiate products due to this fraction are C'resols, 
Naplithalene, Aritliriieene, Hea\y Hydnx’arbons, and Quinoline 
Bas4'‘s, wliicii ill turn give CrtHmUe Oil, Lamp Black, Road Oil 
Tiiii!>er Inipn^giiators, RtKjfing and Paving Tars as crude eo.m- 
mercial prixiucts, the intermediate chemical products being 
Ant.hrac|iiinoiie and Alizarin. 

Abtive Cl F.) the residue is pitch, amounting to 

about 65 I'Mr cent, of the total tar. Owing to the heat still 
stored in the still after optrations are completed, the pitch 
residiit^ is retained in the still for several hours, after which it is 
nm into the coolers and from there into the pitch Imy, where^ it 
is allowed to soliilify. 

The akive fractions and the temperature of ‘'cutting” are 
taken from an average sample of tar, but the three kinds of 
coal tar proclueed vary greatly in their ch&racterbti^. Horiion- 
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tal retort tar is the heaviest, and contains a low percentage of 
oils and a high percentage of pitch, while its ^'free'^ carbon 
content is also high. Coke-oven tar is lighter than that from 
horizontal retorts and contains a higher percentage of oils and 
a lower one of pitch. Vertical retort tar is the lightest of the 
three, and contains more oils and less pitch and ^^free’^ carbon 
than do the others. 

From these differences it will readily be seen that the chemical 
constituents also vary greatly, and that the quantity of any 
particular constituent evolved from the tar will depend upon 
its original constitution. 

Continuous distillation has also been tried both in Europe 
and in this country, and while success has varied in differ- 
ent localities, encouraging results have lately been announced, 
the principal systems being those of Hirzel, Kubierschky and 
Borrmann, Sadewasser, and Raschig, all of these having been 
devised in Europe. 

In the Hirzel system two or more small direct-heated stills 
are employed, a thin layer of tar flowing over the hot bottoms 
of the stills. The first still drives off the ammonia water and 
light oil, the middle oil being produced in the second still, and 
the heavy oil in the third, providing the tar is to be fractionated 
in this manner, while soft pitch leaves the last still in a con- 
tinuous stream. Distillation in this case is effected by the use 
of superheated steam. 

The process devised by Kubierschky and Borrmann causes 
the tar to flow in continuous finely divided jets down a column 
against a counter-current of superheated steam, in the presence 
of which the high-boiling oils evaporate at a comparatively low 
temperature. The resultant composition of the vapors of course 
depends upon the ratio of the vapor tensions of water and the 
oils at any temperature. 

The tar in Sadewasser^s process is highly heated in a direct- 
heated tubular superheater, superheated steam being used as 
the heating medium; the heated tar from the superheater is 
forced through a spray nozzle into a vacuum vessel, entering 
the latter in a finely atomized state, thus causing the tar parti- 
cles to volatilize immediately. Liquid pitch is first drawn off, 
followed upon cooling by the crude heavy and middle oils, and 
finally by the hght oil and ammonia water. 


TAR 


41 


In the system devised by Easchig three stills are employed, 
the first two being heated by steam and the third by hot water, 
but neither the steam nor the hot water comes in contact with 
the tar to be distilled. In the first still the ammonia water and 
light oils are driven off under atmospheric pressure, while the 
middle oil is driven off in the second still under a vacuum. The 
third still, also under vacuum, volatilizes the constituents form- 
ing the heavy oil, and the liquid pitch runs off from this still 
in a continuous stream. 

The demand for coal-tar products, to be used in the pro- 
duction of explosives, dyes, perfumes, and drugs, has been brought 
home with ever increasing force to all gas works and coke- 
oven operators, and in order that these operators may consider 
the immensity of the proposition, and that every faculty must 
be strained to the utmost at the present moment to give the 
Nation what it requires, some of these finished products are 
briefly described below. 

The total consumption of artificial dyes in the world attained 
a value of $92,000,000 in 1913, the United States consuming 
about $12,000,000 worth of the total. Of this latter amount 
about $3,000,000 worth was produced domestically, chiefly, 
however, from imported raw materials; $7,850,000 worth was 
imported from Germany; $910,000 worth from Switzerland, and 
$370,000 worth from Great Britain and France. 

The outbreak of European hostilities put a stop to these im- 
ports, and we were consequently thrown upon our own resources 
to supply this much needed commodity, in many cases being 
compelled to go back to mineral, vegetable, and wood dyes, 
the production of which had been greatly reduced after the ad- 
vent of the aniline product, and this need has therefore given 
a tremendous stimulus to the coal-tar chemical industry. 

As stated above, this industry does not only include the manu- 
facture of dye-stuffs, but also quite a number of very valuable 
drugs and medicines, besides the high-powered explosives. 

The industry as a whole is based upon the use of about 10 
crude compounds which are removed from the original tar in 
combination with some 150 other substances, being separated 
from the latter by fractional distillation. These 10 crude com- 
pounds produce about 300 very complex substances from which 
about 900 dyes, besides the drugs, explosives, and perfumes are 
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made by means of refined and complicated mechanical and 
chemical processes. 

We have an abundance of raw material in the form of tar 
available, but. a rapid development of this industry cannot be 
expected unless an effective law protecting the home manu- 
facturer against ruinous competition by foreign makers is given 
by Congress. 

The advent of aniline dyes has been of the greatest value to 
our cotton manufacturer, for while silk and wool yield readily 
to vegetable dyes, the inert character of the cotton fiber to 
assimilating the colors of vegetable origin, and the difficulty 
presented in mordanting cotton with metallic salts, caused our 
cotton fabrics to be limited to but a few colors. The aniline 
color dyes directly, without a mordanting substance on the cotton 
fabric, and has thus led to the present enormous development 
of colored cottons. 

The 10 crude substances mentioned above are benzene, 
toluene, xylene, phenol, cresol, naphthalene, anthracene, methyl 
anthracene, phenanthrene, and carbazol, while the principal 
“intermediates’’ are aniline oil, aniline salts, pure aniline, tolui- 
dine, nitrobenzol, naphthol, phthalic acid, salicylic acid, resorcin, 
anthraquinone, and many others up to the number of about 300. 

Benzene and its homologues, toluene and xylene, besides 
being fractionated from tar, may be washed directly from the 
gas, and the same also holds good for naphthalene. The frac- 
tionation process as explained above produces four principal 
substances, namely Light Oil, Middle Oil, Heavy Oil, and Pitch, 
the distillation of 100 tons of bituminous coal giving on an 
average of 34 gallons of light, 205 gallons of middle, 100 gallons 
of heavy oils, and 8400 pounds of pitch. 

The 34 gallons of light oil give 12| gallons of benzol, 186 
pounds of naphtha and residues; the benzol in turn producing 5 
gallons of benzene, 1| gallons of toluene, and 6 gallons of 
residues. 

The 205 gallons of middle oil give 1512 pounds of fuel oil, 522 
pounds of naphthalene salt, which in turn give 261 pounds of 
naphthalene, and 261 pounds of residues, and 168 pounds of 
crude phenols, the latter producing 37 pounds of carbolic acid, 
56 pounds of cresylic acid, and 74 pounds of residues and 
losses. 
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The 100 gallons of heavy oils produce 928 pounds of green oil, 
and 186 pounds of anthracene cake, the latter giving 19 pounds 
of anthracene and 168 pounds of residues and losses. 

The transformation of the ten crude coal-tar products into the 
^intermediates,” is based on eleven processes, or 

1. Nitration: This process requires that an aromatic com- 
pound shall be treated with a mixture of nitric and sulphuric 
acids, this treatment usually resulting in one, and sometimes 
two or three, atoms of hydrogen being replaced by the nitro 
group NO 2 . The factors of time, temperatures, and propor- 
tion of mixture largely effect the extent and nature of this 
reaction, and results, besides the main product, in producing 
a residual in the form of dilute sulphuric acid which can be 
concentrated and used over again. 

2. Chlorination: Chlorination is dependent upon the action of 
dry chlorine gas, but this reaction is not so readily controlled as 
is nitration, the end result often producing quite a variety of 
substitution products which are very difficult to separate. The 
residual in this process consists in the recovery of approximately 
one-half the chlorine used in the shape of hydrochloric acid. 

3. Sulphonation: This process is dependent upon the action of 
fuming sulphuric acid, a large excess being usually employed; 
while this reaction is usually more readily controlled, it often 
results in the production of a variety of sulpho-acids which re- 
quire separation, and uses for the discarded products is often 
a problem. The excess sulphuric acid is lost. 

4. Reduction: Reduction consists of substituting hydrogen 

I for oxygen in the nitro-compounds, thus forming the correspond- 

ing amido-bodies. For instance, benzol is changed into nitro- 
benzol by nitration, this latter product being then reduced to 
amidobenzol, or aniline, by the reduction process. The usual 
reducing agents consist of iron borings and filings, in conjunc- 
tion with sulphuric or acetic acid. 

I 5. Oxidation: The usual reagents employed in this process 

are chlorate or bichromate of potassium, lead peroxide, manga- 
nese dioxide or a permanganate, in conjunction with sulphuric 
or hydrochloric acid. Useful residues in the shape of potassium 
chloride, chrome alum, and several others usually result. 

6. Fusion: The operation of caustic fusion is usually per- 
■ formed with sulpho-acids, resulting in replacing the sulpho- 
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group by hydroxyl. As an example, when benzol monosul- 
phonic acid is fused with caustic soda, it results in the production 
of phenol. This operation is quite difficult, and requires great 
care, the results secured often being quite variable. 

7. Alkylation: Alkylation consists of introducing the radicals 
methyl or ethyl, present in both grain and wood alcohols, into 
the hydroxyl- or amido-groups. This operation is conducted at 
elevated temperatures and pressure in autoclaves, hydrochloric 
acid in conjunction with the alcohols, or methyl or ethyl chloride, 
being used as reagents. 

8. Liming: Lime or chalk is used to effect separations in 
mixtures through the varying solubilities of the calcium salts, 
this holding especially good for the sulpho-acids. It is also used 
to decompose chlorides and thus to effect the separation of 
resultant acids and aldehydes. 

9. Condensation: This process embraces a large number of 
operations in which two molecules of different substances, or 
of the same substance, unite to form a new compound, with the 
consequent elimination of ammonia, water, or hydrochloric 
acid, sulphuric acid in excess being the usual condensing agent. 
Chlorides of zinc, antimony, sulphur, aluminum, and phosphorus 
are also used as condensing agents. 

10. Carhoxylation: This process consists of introducing the 
acid carboxyl group, by the combined action of caustic soda and 
carbon dioxide on phenol and its homologues. As an example, 
the carhoxylation of phenol produces salicylic acid. 

11. Diazotizing and Coupling: The diazotizing process is 
based on the fact that an aromatic amine will react with nitrous 
acid and produce a diazo-compound, while the coupling opera- 
tion requires that the diazo-compound in the presence usually of 
sodium acetate will readily unite with quite a number of aro- 
matic substances. This reaction splits up a product and yields 
the original amine and the amido-derivative of the second 
substance employed. As an example, salicylic acid when coupled 
with a diazo-compound, and then subjected to reduction, will 
be changed into amido-salicylic acid. 

In the above eleven processes I have attempted to explain 
the chemical transformation required to produce the inter- 
mediates from the crudes, but besides these principal chemical 
changes there are many minor ones, as well as quite a number of 


mechanical operations, such as precipitating, filtering, baking, 
boiling, and blowing off. 

These processes result in producing 17 separate chemical 
classes, from which 921 dyes are produced, and it may be well 
now to refer to some concrete example of dye production. 

Of all the coloring matters employed by man it is an assured 
fact that indigo is probably the oldest and most valuable, and it 
is recorded that the blue ribbons, removed from the wrappings 
of mummies over 5000 years old, were colored with indigo. 
Indigo, as formerly employed, was secured from indigo plants, 
and many India merchants made fortunes in days gone by from 
its importation, but the synthetic production of this product 
c|ime on the market in 1897, and it has practically displaced the 
plant product entirely. Prof. Adolph von Bayer, of Munich, 
was the leading spirit and master mind in its final production, 
and he and his students labored on this subject for almost half 
a century. Before Bayer began his monumental task it was 
known that the oxidation of indigo would convert it into isatin, 
and that the distillation of indigo with potassium hydroxide 
would produce aniline; also that fusion with the same alkali 
would produce anthranilic acid, and that nitric acid would 
produce nitrosalicylic and picric acids. 

All of these products resulted from the disintegration of the 
indigo molecule, and this led to positive knowledge that indigo 
blue contained a benzene ring, and that both carbon and nitro- 
gen in neighboring positions to each other were attached to this 
ring. Isatin then being a product of the oxidation of indigo, 
Bayer reasoned that by a reverse process of reduction he could 
cause the indigo molecule to form again. His original attempts 
proved fruitless, but during the procedure he discovered other 
substances, such as indol, oxindol, and dioxindol. He firmly 
believed that indol was a close relative to indigo, and thought 
that by starting with the substance which had given him indol 
he could form indigo blue by some modification in his former 
process. 

This modification consisted in an attempt to secure the indigo 
molecule through isatin instead of indol as the intermediate step, 
and although he failed to secure indigo blue by simple reduction 
from isatin, he was successful with the use of acetyl chloride, 
phosphorus trichloride, and phosphorus. A great many inter- 
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mediate steps were followed, and finally after 15 years of research 
he had accomplished one of the greatest triumphs in synthetic 
chemistry. 

Since Bayer’s original discovery, four different methods have 
been devised for producing indigo, three of these starting with 
benzene, and one with naphthalene. The usual procedure with 
benzene consists in first nitrating the benzene to form nitroben- 
zene, which is reduced to aniline; the aniline is then treated 
with chloracetic acid to form phenyl glycine, this product being 
then fused with sodium oxide to form indoxyl, which is finally 
blown out with an air blast to form indigo. 

If naphthalene is used to start with, it is first necessary to 
oxidize the naphthalene to phthalic anhydride, this product 
being treated with ammonia to form phthalamid; by the action 
of sodium hypochlorite on the phthalamid, anthranilic acid is 
formed, which in turn is treated with chloracetic acid to form 
phenyl glycine, and carboxylic acid; this is now fused with 
caustic soda to form indoxyl, and the air blast again gives indigo. 

The manufacture of magenta is due to benzene and toluene. 
The toluene is nitrated to form o- and p-nitrotoluene, this 
being reduced to o- and p-toluidine. The benzene is nitrated 
to form nitrobenzene, and is then reduced to aniline; this 
aniline is now treated with o- and p-toluidine, and o- and p- 
nitrotoluene, or the toluene products, to form the magenta base; 
the latter after being treated with hydrochloric acid forms 
magenta dye. 

Hydroquinone, so much used in photography as a developer, 
starts with benzene, which is nitrated to form nitrobenzene, the 
latter being reduced to aniline, oxidized to quinone, and then 
reduced to hydroquinone. 

In the manufacture of the high-powered explosives we find 
the nitro-substitution products of the coal-tar derivatives used as 
bursting charges for explosive projectiles, torpedoes, mines, 
detonators, and primers. They are also used in low freezing or 
non-freezing mining explosives, in plastic explosives, and in other 
types for the purpose of imparting some desired characteristic. 

The two high-powered explosives depending upon coal-tar 
products most, commonly used are picric acid and trinitrotoluol, 
si Picri6 acid, besides being an explosive, is also a. yellow dye, 

and is principally used on wools and silk. 
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In the manufacture of picric acid, phenol or pure carbolic 
acid is used as the base; an equivalent weight of concentrated 
sulphuric acid is mixed with the phenol, and this mixture is 
heated to slightly above 212° F., after which it is allowed to 
cool slowly; after cooling it is dissolved in twice its weight of 
water, and then slowly added to three times its weight of nitric 
acid, the nitration being completed by heating after all fuming 
has ceased. This final mixture is allowed to cool very slowly, 
thus permitting the picric acid to crystallize out, after which it 
is purified by washing with warm water, and then re-crystallized. 

Picric acid, as an explosive proper, has its disadvantages, as, 
due to its acid nature, it readily combines with the metals 
with which it may be in contact, thus forming picrates which 
are more sensative to percussion and friction, often causing a 
shell containing the picric compound to explode by a jolt while 
being’ transported. The melinite used by France, the lyddite 
used by England, and Shimose powder used by Japan are all 
picric-acid products. 

Trinitrotoluene, another nitro-substitution product produced 
from coal-tar derivatives, although much more difficult to manu- 
facture, is by far a safer explosive to store and handle, and it 
forms the base of the explosives used by Germany, although the 
other countries are also using this compound to some extent at 
present. 

This explosive is produced by first converting the toluene into 
a mononitro-compound, after which it is treated with nitric 
acid at a slight increase in temperature, thus converting the 
mononitro-compound into dinitrotoluene, after which the latter 
is nitrated with concentrated nitric acid in a sulphuric acid 
solution, the final product thus formed being trinitrotoluene. 
This compound is also produced from orthonitrotoluene by 
means of a sulphonating process similar to that used in the 
production of picric acid, after which it is nitrated and crystal- 
lized, the resultant crystals being then purified in alcohol; this 
product is re-crystallized to the final compound, the alcohol 
being removed in a centrifugal hydro-extractor. 

The manufacture of synthetic perfumes, while still in its in- 
fancy, has nevertheless found a great deal accomplished in this 
line, but much remains to be done. One of the most widely 
used perfumes is vanillin, which is synthetically prepared and 
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which is identical in composition with the vanillin extracted 
from vanilla pods. Other perfumes coming under this head arc 
heliotropine, essence of bitter almonds and aubepirie, thciso 
perfumes also being identical in chemical composition with the 
same perfumes obtained from plants. 

A different category exists, however, covering perfumes which 
chemically have nothing in common with the natural prodiujt, 
artificial essence of violet being a prominent example of this 
class, and the discovery of this compound opened a wonderful 
path for the chemist in that he has found it possible to manu- 
facture a perfume which has an odor identical with natur(-/s 
product, but which in its chemical composition differs entindy. 
Another perfume of this class is artificial musk, this latter product 
having almost entirely supplanted the natural artichi. Artificial 
geraniums also come under this classification. 

Light tar oils, with their content of benzene, are of prime 
importance in the perfumer’s art; the benzene is converted into 
nitrobenzene, which in turn yields essence of mirbane with its 
odor of bitter almonds. Toluene is convertible into Ixmzoic 
aldehyde, or essence of bitter almonds, identical with naturci’s 
article found in peach kernels, cherries, and cherry laurel leaves. 
This product can be converted into cinnamic aldeliyde, tlie 
latter being the chief constituent of Chinese or Ceylon essence 
of cinnamon. It has a strong cinnamon odor, but by reduction 
it yields cinnamic alcohol, or artificial hyacinth. 

Other constituents of light oils, such as the cumenes and 
xylenes, form the basis of the perfume manufacturers’ art. 
Para-cumene is identical with that in the essence of thyme, and 
metaxylene is converted into artificial musk. 

With the use of the middle oils, containing phenol, we are 
able to produce artificial geranium, or phenyl oxide, by a direct 
catalytic process, and the cresols, also by catalytic action, give 
cresol oxides, also of geranium odor. By mixing phenols and 
cresols various geranium odors are produced, but the process is 
rather difficult. 

B-naphthol, in conjunction with methyl and ethyl alcohol, by 
a catalytic process yields yara-yara and neroline respectively, and 
this forms the base for the so-called Eau-de-cologne. 

Salicylic aldehyde, produced from phenol by the action of 
potash and chloroform, also forms an important perfume, and 



methyl salicylate is the essence of wintergreen, while salicylic 
aldehyde, when acted upon by acetic anhydride, gives cou- 
marine, a remarkably soft perfume. 

The mention of the above will demonstrate the importance 
of coal-tar derivatives for manufacturing perfumes, but a great 
deal remains to be done in order to place this industry on the 
same plane with the manufacture of coal-tar dyes. 

In the manufacture of drugs, starting with benzene, we find 
that the latter yields phenol, diphenol, chloronitro-benzene, and 
aniline. The phenol in turn yields salicylic acid, which gives us 
salol, the salicylates, methyl salicylate, and aspirin; parani- 
trophenol, which gives phenacetine; orthonitrophenol, which 
gives guaiacol and thiocol; oxyphenyl-arsenic acid, which gives 
606 or slavarsan; chlorophenol, which also gives guaiacol. The 
diphenols produce resorcin and pyrocatechine, the latter giving 
guaiacol. The aniline produces phenylhydrazine, which in turn 
gives antipyrin and pyramidon; from aniline we also secure 
piperazine, acetanihde, exalgin, and atoxyle, the latter also giving 
606 (arseno-benzol), and hectine. Then diethyaniline, which 
gives novocaine, and dimethylaniline, which gives stovaine and 
alypine. 

Toluene is converted into benzoic acid and benzaldehyde. 
The benzoic acid produces eucaine, stovaine, phthaleine, ami- 
dobenzoic acid, which in turn gives novocaine and orthoform; 
benzonaphthol, and cryogenine. The benzaldehyde gives cin- 
namic acid. 

Naphthalene gives us benzonaphthol, naphthol, and betol. 

The manufacture of synthetic phenol, or pure carbolic acid, 
is being practised in connection with several gas or coke works, 
and this enterprise became of immense value when imports were 
stopped early in 1915. In 1913 the United States imported 
4077 tons of this valuable article, and its synthetic production 
therefore became an absolute necessity, as the stock on hand soon 
became exhausted. 

The manufacture of synthetic phenol embraces five separate 
and distinct processes, the benzene required being secured from 
coal-tar distillation or from a direct washing of the gas. 

These processes are: 

IsL — The sulphonatign of Benzene to Monosulphonic acid, 
or Benzene Sulphonic Acid. 
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2d. — The conversion of the Benzene Sulphonic Acid into a 
Calcium Salt Solution. 

Sd. — The conversion of the Calcium Salt Solution into a 
Sodium Salt Solution. 

Jflh. — Fusing the dried Sodium Salt with Caustic Soda, 
producing Sodium Phenolate. 

5ih. — Decomposing the Sodium Phenolate with a mineral 
acid to liberate the Phenol. 

In the operation of a plant for the production of pure phenol, 
the benzol must first be purified by distillation and rectification, 
the pure benzene being then admitted into the sulphonating 
kettle (D, Fig. 9c), where it is treated with concentrated sul- 
phuric acid from tank (F7); fuming sulphuric acid cannot be 
used, as it is liable to change the character of some of the 
benzene, and also change some of the resultant monosulphonic 
acid into a mixtiue of meta- and paradisulphonic acids. 

This resultant monosulphonic acid is next processed in the 
lime treater (F) with hydrated lime to form calcium sulphonate, 
the excess acid being rendered inert by excess lime; the hydrated 
lime is prepared in the vessel (H) and forced into the measur- 
ing eggs (G), passing from there into the lime treater (F). 

The calcium sulphonate is now forced through the filter 
press (jK), where the insoluble sulphate is retained and the 
filtrate run into the soda tank (L); sodium carbonate is dis- 
solved in the dissolver (ikf) and admitted into the vessel (I/), 
where it combines with the filtrate from the press {K) to form 
sodium sulphonate. 

This liquor is now forced through the filter press (JV), where 
the insoluble calcium carbonate is retained and the sodium 
sulphonate run into the concentrator (0); after concentration 
the liquor is admitted into (P), where it is crystallized, the 
crystals being ground fine in the mill (Q), after which they are 
ready for the fusion process. 

The dried sodium salt is fused with caustic soda in the auto- 
clave (P) in order to produce sodium phenolate, this melt being 
dissolved in (S), the resulting mixture being then treated in the 
acidifying tank (T)? where sulphuric acid is added in order to 
decompose the phenolate, thus producing phenol with sodium 
sulphate as a waste product. 

This latter mixture is now admitted into the separator (17), 
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the phenol, as well as the filtrate from the sodium sulphate 
press {W), being next run into the washer (F), the insoluble 
sodium sulphate being retained in the press while the washed 
solution enters a second separator (U) and passes from thence 
into the carbolic still (X). 

The vapors from the still (X) are condensed in the twin 
condensers (X^), and run into the storage tank (F); the weak 
distillates from tank (F) are forced into the double effect con- 
centrator (Z), the concentrated solution being run into the 
crystallizer (Z^) and, after being drained off, the purified crys- 
tals are placed on the drying table (Z^), after which they are 
ready for packing. 

From this it is seen that the raw material required to pro- 
duce synthetic phenol is Benzol, Sulphuric Acid, Caustic Soda, 
Soda Ash, and Lime, and the amounts required to produce one 
ton of phenol are approximately: 


Benzol . . . : 340 gallons 

98% Sulphuric acid 4 tons 

Caustic soda 1.5 

Soda ash (sodium carbonate) 1 “ 

Slaked lime 2 


During the process a sufficient amount of calcium carbonate 
is produced as a by-product to reduce the amount of lime given 
by about one-half. The other by-products recovered are about 
3 tons of calcium sulphate (gypsum) cake, and about 3 tons of 
mixed sodium sulphite and sodium sulphate. 


CHAPTER II 

NAPHTHALENE 

Naphtjialene (CioHg) is a hydrocarbon and has a melting 
point of 174° F., a boiling point of 424° F.^ and it sublimes at 
lower temperatures. The deposition of naphthalene in a solid 
state in the mains or apparatus causes many operating diffi- 
culties, as it decreases the cross-sectional area of the gas 
conduits and thus produces considerable back pressure on 
the works. 

The presence of naphthalene in the gas produced during the 
carbonization of coal, is undoubtedly due to the condensation 
or polymerization of paraffin hydrocarbons, particularly those of 
the Olefine or Ethylene series of the general formula 

The synthesis of naphthalene, which is an aromatic hydro- 
carbon, from a paraffin hydrocarbon has been accomplished in 
laboratory investigation, and the similar synthesis of benzene 
and toluene by the Rittman process seems to give a further 
proof of such changes in constitution. 

The fact that naphthalene is produced in varying amounts 
in both carbureted water gas and in oil gas, dependent upon the 
operating conditions, tends to substantiate its paraffin origin. 

Naphthalene formation is influenced by the kind of coal used, 
the type of carbonizing chamber employed, and the degree of 
superheat to which the gas is subjected on exiting from the 
charge. In the older type of benches, viz., horizontal and 
inclined retorts, the gas is in contact with a considerable heated 
surface, and while the production of naphthalene may be re- 
duced by working with heavy charges, its total elimination is 
impossible. 

With the vertical retort systems, particularly those of the 
continuous type, this superheating effect is to a very great ex- 
tent eliminated, since the gas passes through the core of un- 
carbonized coal, and little or no naphthalene is produced. The 
tar produced in these retorts is distinctive, as it contains paraflSm 
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bodies significant particularly with the absence of naphthalene 
in the gas. 

Attempts have been made to produce records showing the 
varying constitution of the gas in connection with high or low 
naphthalene content, but these are of little value, as at best 
they are only comparative but not absolute. In the same plant, 
any change in the operation of the retort house would naturally 
affect the quality of the gas, and it is therefore doubtful if 
adequate comparison on the basis of gas quality should be 
made between the gas from several retort systems in determin- 
ing the amount of naphthalene that should be present. 

Coal gas has a definite saturation for naphthalene, or in other 
words at a certain temperature it can carry a certain quantity 
of this impurity, and consequently if naphthalene is produced in 
the retort house, it will always be found in the gas. 

The greater portion of the naphthalene produced, especially 
with high distillation or carbonization temperatures, goes 
over into the tar, the gas containing only a portion of the 
naphthalene vapor. 

The amount of naphthalene required to saturate a gas 
varies according to different investigators, and Table IX 


TABLE IX. — NAPHTHALENE SATURATION 


Temperature 

Grains per 100 cubic feet of 
gas 

Centigrade 

Fahrenheit 

Schlumberger 

Allen / 1 

0° 

32° 

2.0 

6.0 


41° 

i 3.2 

9.8 

10° 

50° 

6.7 

14.1 

15° 

59° 

10.9 

19.0 

20° 

68° 

16.5 

24.6 

25° 

77° 

24.7 

30.9 ■ 


gives this saturation according to both Schlumberger and 
Allen. 

The results of these two independent investigations vary 
considerably, but it is readily seen that a gas saturated with 
naphthalene must give up the latter with faiilin^ temperature. 


54 COAL GAS EJESIDUALS j 

For higher temperatures than those given in the table, | 

the amount of naphthalene in saturated gas averages per 
1(X) cubic feet at 

90° F., 71.00 grains 100° F., 116.97 grains ) 

110° F.' 182.10 '' 120° F., 276.23 '' j 

130° F., 404.32 “ 140° F., 629.62 i 

The committee appointed by the American Gas Institute ^ 

1913, to examine into the naphthalene problem made this the 
subject of exhaustive study, and the committee agrees with the 
statement that the production of naphthalene is a function of 
the temperature the gas assumes before it leaves the retort, 
rather than that of carbonization, and that gas works with 
ample condensing facilities are able to confine the naphathlene 
stoppages to the plants. 

Naphthalene troubles begin in summer, and they are ag- 
gravated by light and irregular charging; a district once af- 
fected will give trouble for some seasons afterward through the 
gas mains storing up the naphthalene and the gas depositing it 
elsewhere. Efforts were formerly made to reduce the trouble by 
charging large percentages of cannel coal, and later by carboniz- v 

ing petroleum in special retorts, although when the heats in- • 

creased, the latter method caused the formation of more | 

naphthalene. It was also found that the introduction of water . f 

gas in many cases made no differences in the deposits. 

A list of 29 questions was sent to 16 different plants asking 
for particulars as to details of equipment, method of operation, 
and naphthalene troubles. From the replies received it appears > 

that naphthalene is produced at all the works in question; the 
heats ran from 1850° to 2200° F., except at one coke-oven plant, 
where the rich gas during the first part of the carbonizing period ’ 

leaves the ovens at 1200° F., and it is free from naphthalene, 
while the lean gas produced during the latter period of carboniz- I 

ing leaves the ovens at 1800° F. and contains naphthalene in I 

considerable quantities. | 

Two plants, a vertical retort system and a coke-oven re- ; 

spectively, produced a crude gas with a remarkably low naphtha- 
lene content, and hence depended entirely upon the tar, which 
was also low in naphthalene, to absorb it. 

Conditions governing the hydraulic mains and the tempera- 
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tures in them, as well as the character of seals, dip pipes, etc., 
were also examined into, but without result. The condensing 
apparatus in the works answering the questions is of two types — 
the multitubular water-cooled condenser, and the cataract 
washer cooler. Either of these was capable of doing the re- 
quired work, but the latter has the advantage over the other in 
being self-purging. 

Three of the works reporting employ naphthalene extractors, 
two of the grid scrubber type and one a rotary washer. The 
solvent in all cases was water-gas tar, the amount used being 
0.14 and 0.25 gallon per 1000 cubic feet of gas in two of the 
works respectively, and 0.05 for inclines and 0.072 gallon for hor- 
izontals in the third plant, the wash oils containing varying 
percentages of naphthalene up to 11.29. It was found that 
every water-gas tar is not suitable for the purpose, especially 
the tar produced at high temperatures and which is apt to be 
saturated with naphthalene, and therefore incapable of fmther 
absorption. Other tests indicated that absorption with anthra- 
cene was better at low temperatures than at high, and the same 
holds good for any solvent or absorbing medium. 

Several of the works made use of steam and gasoline for 
clearing stoppages, but this is not good practice; steam will 
melt naphthalene, and gasoline will dissolve it, but the resulting 
liquid must be immediately removed, otherwise it will solidify 
and become so hard that nothing but a steel bar can touch it. 
A copious stream of boiling water is preferable to steam, and a 
heavy oil of low vapor tension to gasoline. 

A study of the conditions covering the works in question led 
to the statement that in order to prevent naphthalene troubles, 
a system of carbonization should be selected in which the gas is 
exposed to as little secondary htating as possible; the gas, if 
possible, should be cooled in the works to a temperature as low 
or lower than it will meet outside, and then finish the gas 
by passing it through a naphthalene washer. By exercising 
extreme care, but little naphthalene will escape beyond the works, 
and a few grains can be taken care of in a mixed coal and water 
gas, or where benzol is used as an enricher. Where straight 
coal gas is made, a condenser at the outlet of the works might 
be considered with a view to removing moisture, in the absence 
of which naphthalene does not precipitate. 
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Another method for obviating this trouble is to introduce 
into the gas a sufficient quantity of the vapor of oils having a 
somewhat lower boiling point than that of naphthalene, and this 
method results also in a gain in candle-power and calorific value, 
besides requiring little attention and is fairly certain in its 
action. The drawback inherent in this method, however, is 
found in the pernicious action of the solvent deposited by con- 
densation on the paint of gas holders and also occasional trouble 
with pipe joints, meters, and fittings due to condensation of 
the oil. Dr. W. B. Davidson states that the improvement of 
the quality of the gas treated by the addition of oil vapors is 
not always conceded, and that proper allowance should be made 
not only for candle and calorific value due to the oil vapors, 
but also for the increase in volume. 

The solvents most commonly used for this purpose are solvent 
and heavy naphtha, crude heavy naphtha, condensed liquid 
secured during the compression of oil gas, light paraffin oil, and 
kerosene. Of these solvents, those derived from coal-tar or 
carbureted water-gas tar are probably the most efficient; if 
the condensate due to oil gas compression is used, an additional 
advantage is secured from the enriching quality of this product. 
If paraffin oils are used, they must be added to the gas in the 
shape of a mist, or in such a finely divided state that there will 
be no question of this mist being mechanically carried throughout 
the entire system, a difficult performance. 

Present prospects point to the necessity of removing benzol 
and its homologues from the gas, as they are very necessary for 
the manufacture of explosives, and as these constituents become 
less, the more trouble can be expected from naphthalene; while 
the removal of benzol and toluol in themselves would not have 
a material effect on the absorption of naphthalene, the removal 
of these two constituents also effects the removal of higher 
boiling vapors, thus reducing the amount of solvents in the gas 
capable of taking up the naphthalene. In such cases where 
benzol is not extracted, from 10 to 15 gallons of solvent per 
million cubic feet will generally be sufficient to relieve the trouble, 
but in the opposite case the amount of solvent must be increased 
up to about 20 gallons. 

The removal of the naphthalene at the works, or the addition 
of a solvent, will not entirely remove all troubles, providing the 
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distribution system contains naphthalene deposits, as although 
the gas may leave the works practically free of naphthalene, or 
if it contains sufficient solvent to prevent the naphthalene from 
crystallizing out, the gas will take up naphthalene from that in 
the mains. If this gas, carrying an increased burden of naphtha- 
lene, reaches a colder main, it will again deposit the excess of 
naphthalene beyond that which the solvents can hold, and this 
condition will continue until the mains have been cleaned out. 
These local deposits can be removed by spraying a solvent into 
the mains in the district affected. 

Spraying a solvent into the gas must be done with care, and 
a spray must be selected which will produce a mist, and not 
large drops, as in the latter case it will not be carried with the 
gas for a distance sufficiently far to be effective. Care must 
also be exercised not to spray the solvent into a main near a 
sharp bend, as the impingement of the gas on the surface of the 
pipe at such points will act to strip the mist out of the gas. 

If the solvent is to be vaporized, and not sprayed into the gas, 
the solvent is usually treated in an apparatus which embodies a 
large vaporizing plate, heated by steam, the solvent flowing 
over this heated plate in a thin stream. About 10 per cent of 
the gas to be enriched is by-passed and shunted through the 
vaporizer, the vapors of the solvent joining the gas in its passage, 
the mixture being then returned to the gas main in such manner 
that the flow of the mixture is in the direction of the gas flow, 
thus thoroughly mixing with the main volume of the gas and 
passing on with it. 

If possible, the solvent should be given to the gas at a point 
between the station meter and the holder, this point having 
advantages over any others. The gas is practically constant 
in volume at this point, and the amount of solvent given to the 
gas need, therefore, not be varied during the day, while if it 
were added after the holder outlet, where the flow is irregular, 
due to varying consumption, the addition of the solvent would 
have to undergo constant regulation, owing to the differences in 
the volume consumed during various hours of the day. Be- 
sides this, if the solvent is added ahead of the holder, the dep- 
osition of naphthalene in the drips at the holder inlets and 
outlets will be prevented. 

If the finished gas is a. mixture of coal gas and carbureted 
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water gas, a less amount of solvent will be required than with 
straight coal gas, because the carbureted water gas usually 
contains a higher percentage of solvents than does coal gas of 
the same quality. 

Washing the gas under ordinary conditions, 100 grammes of 
anthracene oil will absorb from 10 to 25 grammes of naphtha- 
lene, according to temperature, or 100 grains of anthracene oil 
will absorb from 10 to 25 grains of naphthalene, but before 
using this oil from 3 to 4 per cent of benzol should be added, 
this addition leading to greater extraction efficiency, this effi- 

A Oil. Still. 



ciency being further increased by thoroughly and slowly cooling 
the gas, as the absorption is most complete at a temperature 
of from 60° to 70° F. 

Creosote oil, under ordinary conditions, has about the same ab- 
sorption efficiency as anthracene oil, but in both cases the absorp- 
tion will depend upon the amount of phenols present in the oil. 

Water-gas tar will absorb from 18 to 20 per cent of its 
own weight in naphthalene, this absorption efficiency also 
being dependent upon the amount of phenols present in the gas. 

In Germany it is usually estimated that anthracene* oil 
will absorb about 40 per cent of its own weight in naphtha- 
lene, and as their gas usually contains about one gramme of 
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naphthalene per cubic meter, or 43.6 grains per 100 cubic 
feet, they use from 0.6 to 0.9 kilogram of anthracene oil 
per 100 cubic meters of gas, or 3.75 to 5.6 pounds of oil 
per 1000 cubic feet of gas. 

If water-gas tar, or if water-gas oil is used as the absorb- 
ing medium, it can be run back to storage bearing its naph- 
thalene burden, as the latter is not detrimental to the further 
use of the tar or oil, but if anthracene or creosote oil is used, 
this oil must be regenerated in order to fit it for further use; 
a diagram of a plant for regeneration is shown in Fig. 10. 


Fig. 11. — Horizontal Type of ^‘Standard” Washer. 

The saturated naphthalene absorption oil is run into the 
still (A), where it is distilled, the distillate being condensed 
in the condenser (H), the oil then entering the collector (C), 
from whence it flows into the settling tanks (D), where after 
complete cooling of the oil the naphthalene crystallizes out. 
The mother liquid is now free of naphthalene and it is run 
into the storage tank (FJ), from whence it is pumped back 
into the washers or it is stored for other disposition. 

The removal of the naphthalene from the gas is usually 
accomplished in some type of mechanical washer, either of 
the Standard horizontal type, as shown in Fig. 11, or in 
the Feld vertical centrifugal type, shown in Fig. 12. 

The Standard rotary washer is constructed of one double 
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sorption has been obtained the oil is pumped into the next 
forward chamber, and so on until it is saturated, thence 
'leaving from the gas-inlet chamber and flowing to the point 
of disposition. The chambers .are interconnected with 
piping and cocks to a pump which receives motion direct 
from the revolving shaft of the washer proper. 
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In the Feld centrifugal washer (Fig. 12), the wash oil 
enters the top section through a syphon, being then pumped 
up on the inside of the spraying cones and hurled out through 
the perforations in a very fine mist or spray, thus filling the 



entire gas space with a mist of wash oil; the oil after partial 
saturation flows into the next lower section through the gas 
ports, being again brought in contact with the gas in the 
same manner here, finally leaving the bottom of the washer 
in a saturated condition. 
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The action of the Standard centrifugal washer (Fig. 13) 
is similar to that of the Feld, but instead of revolving cones, 
the vertical shaft is provided with a perforated basket, the 
wash oil being picked up and sent to the basket by means 
of the bent tubes attached to its bottom. 

The vertical centrifugal washers are more efficient than 
the slow-moving rotaries, because they do not depend upon 
skin contact for absorption, the oil in the verticals completely 
surrounding the naphthalene vapors and causing their ab- 

sorption. The natural flow of the liquid being downward, 
no pumps are required for transferring the liquid from 
chamber to chamber, and as the inflow of wash oil can be 
regulated, the oil may be kept in the washer for any required 
period of saturation, the outflow of oil being entirely de- 
pendent upon the quantity of oil admitted into the top 

chamber of the washer. 

The removal of naphthalene seems to be primarily a func- 
tion of the gas temperature, as is seen from the following 
data secured at one of the large coal-gas works. As orig- 
inally designed, the gas arrived at the naphthalene washers 
without any other cooling than that produced by the atmos- 
phere around the overhead mains, this condition causing 

the temperature of the gas at the naphthalene washers 
to vary greatly with the season of the year and the 

amount of gas produced, the extraction results being given 
in Table X. 


TABLE X. — NAPHTHALENE EXTRACTION 


Gas tempera- 
ture F.® 

Grains naphthalene per 

100 cu. ft. of gas 

Per cent 
removed 

Washer inlet 

Washer outlet 

134 

229 i 

156 

32 

113 

121 

70 

42 

91 

61 ; 

17 

72 

87 

39 ^ 

1 

14 

64 


This condition led to a great deal of trouble in naphthalene 
stoppages, principally in the condensers which immediately 
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followed the naphthalene and cyanogen washers, especially 
during the summer months, necessitating the installation of 
primary condensers between the exlrausters and the tar 
extractors, the gas temperature being thereby maintained 
at between 85° and 90° F.; no fxirther trouble due to stop- 
pages was experienced since treating the gas at these 
temperatures, water-gas tar being used as the washing 
medium in the naphthalene washers with results as given 
below : 


Water gas tar used per ton of coal 0.25 to 0.38 gallon 

Saturated tar produced per ton of coal 0.25 to 0.37 gallon 

Per cent of naphthalene by weight in saturated tar 12.71 to 18.60% 

Specific gravity of saturated tar at 60° F 1.086 to 1.0S2 

Naphthalene per 100 cu. ft. of gas at washer inlet 40.1 to 59.4 grains 

Naphthalene per 100 cu. ft. of gas at washer outlet 23.3 to 21.1 grains 

Naphthalene in water gas tar before using Only traces 


An attempt has lately been made to use naphthalene as 
fuel in internal combustion engines, and some success has 
been met with in this direction; the present drawback 
seems to be the fact that it is necessary to start the engine 
with gas or some liquid fuel, and so to operate it until the 
heat generated by the engine is sufficient to melt the naph- 
thalene, after which the latter is fed to the engine, vaporized, 
and exploded. Complete success in this direction would 
soon open up another source of revenue to the producer of 
coal gas. 

It may he interesting to state that a locomotive operating 
on naphthalene has recently been constructed in France; 
this locomotive is provided with four cylinders, each two 
cast en bloc, 5.5 inches bore by 8 inches stroke, 70 horse- 
power being developed at 950 revolutions per minute. This 
machine is provided with two carburetors, one used on start- 
ing with spirit, and the other for the naphthalene. The car- 
buretor used in connection with the naphthalene is cast 
en bloc with the reservoir in which the naphthalene is melted, 
double walls for the circulation of cooling water being pro- 
vided, the temperature of this water being maintained at 
212° F., thus maintaining a constant melting temperature. 

Naphthalene engines have been built in Germany for some 
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years, and these engines usually consist of a single, or at the 
most, a twin cylinder four-cycle horizontal machine, following 
in its principal lines the model of the Otto engine. Above or 
alongside the cylinder with its cooling jacket, there is a double- 
walled naphthalene fusing tank, from which a heated tube 
leads to the carburetor through a float valve and a sprayer 
inserted in the pipe supplying air to the cylinder. 

The naphthalene fusing tank is heated by waste heat from 
the engine, while in the earlier engines the naphthalene was 
rapidly melted by the exhaust gases; this latter method was 
attended with the disadvantage that overheating and too free 
an evolution of vapor were liable to occur. The Deutz gas 
engine works adopted the plan of melting the naphthalene by 
the heat of the cooling water, and thus avoided overheating 
the naphthalene. 

In the older Deutz engines the cooling jacket of the engine 
cylinder was connected with a large cooling water tank in which 
the water after a time came to a boil, the naphthalene re- 
ceptacle being suspended in this tank, and the naphthalene 
being thus liquefied by the heat of the cooling water and the 
escaping steam. The hot water surrounded all the adjacent 
parts in order to prevent the melted naphthalene from solid- 
ifying; but even so, it was found that the naphthalene 
solidified in the sprayer unless the air supply had been previously 
warmed, and the heat of the exhaust gases was therefore used 
to raise the temperature of the air in the suction pipe to 250° 
to 300° F. 

The later Deutz engines are provided with a small water- 
tube boiler, heated by the exhaust gases, and which boiler 
communicates with the cooling jacket of the engine, and so 
raises the temperature of the water to the boiling point more 
quickly after the engine is started than is the case when the 
cylinder heat alone is relied upon for the heating of the water. 
The naphthalene is thus melted more quickly than in the old 
type of engine. K. Bruhn reports the efficiency of naphthalene 
as compared with other fuels as follows. 
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Consumption 

at 

Gasoline 

Benzol 

Naphthalene 

Consump- 
tion oz. 

Cost 

Consump- 
tion oz. 

Cost 

Consump- 
tion oz. 

Cost 

Half load .... 

16.6 

4.32 

14.1 

2.88 

13.4 

1.10 

Three Quarter 
load 

13.1 

3.36 

10.6 

2.16 

11.3 

0.94 

Full load 

11.3 

2. 88 

9.5 

1.92 

10.2 

0.S4 


CHAPTEE III 

CYANOGEN 

Cyanogen (C2N2) is a gas composed of carbon and ni- 
trogen, and it is probably produced during the period of 
carbonization in the form of hydrocyanic acid by the decom- 
position of some of the ammonia, due to contact with the 
hot coke in the retort, as per the equation 

C + NHs = HCN + H2, 

and the amount of cyanogen produced by the carbonization 
of any particular coal bears a certain relation to the amount 
of nitrogen contained in the coal. 

Cyanogen in its gaseous form is colorless and very poison- 
ous. When in combination with potassium it forms potas- 
sium cyanide, which has found its largest application in the 
cyanide process of gold extraction, this process depending 
upon the solubility of gold in a dilute solution of potassium 
cyanide in the presence of air or of some other oxidizing 
agent, and it is best adapted for use with free milling ores 
after the bulk of the gold has been removed by amalgama- 
tion, thus recovering such portions as were not taken up by 
the amalgam, the gold being later usually separated from 
the cyanide solution by an electrolytic process, or some 
other metallic precipitation process. 

Potassium ferrocyanide is the base of a great many cyano- 
gen products, one of the principal ones of which is prussian 
blue; this coloring matter is obtained by mixing the potas- 
sium ferrocyanide with a solution of ferrous sulphate, a 
precipitate of ferro-potassic-ferrocyanide, having a grayish- 
white color, resulting, the mother liquor, which contains 
potassium sulphate, being removed from the precipitate by 
evaporation. After the precipitate has been allowed to settle, 
it is washed with a large amount of water, and then oxidized, 
this oxidation giving it the beautiful blue color required in 
the dyeing industry. 

The amount of nitrogen going to the formation of cyanogen 
is problematical, and the tests as to the ultimate disposition 
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of the nitrogen, according to the different authorities, is given 
in Table XI, the coal used in carbonization containing from 
1 to 2 per cent of nitrogen. 

In these six tests Knublach shows the largest percentage, 
1.80 per cent, as going to cyanogen formation, and Desmarets 
the lowest, or 1.30 per cent. 


TABLE XI. — DISTRIBUTION OF NITROGEN 


Nitrogen 

Foster 

Leybolt 

Knublach 

Desmarets 


% 

% 

% 

% 

% 

% 

In coke 

49.90 

33.75 

30.00 

35.60 

63.90 

33.00 

In ammonia .... 

14.50 

12.00 

11.90 

14.10 

11.60 

13.50 

In cyanogen .... 

1.56 

1.75 

1.80 

1.80 

1.80 

1.30 

In tar 


1.50 

1.30 

1.40 

1.30 

2.00 

In gas 

r 04. U4: 

51.00 

55.00 

47.10 

21.10 

50.20 


The removal of cyanogen from coal gas is of decided ad- 
vantage for two reasons, viz.: it is an impurity which is very 
objectionable, and it is a valuable by-product under certain 
conditions. If cyanogen is permitted to pass on into the 
purifiers it will be found to enter into combination with the 
iron in the purifying material, thus rendering a certain portion 
of this iron inactive for hydrogen sulphide extraction; on 
the other hand, the sale of spent oxide containing a high 
percentage of cyanogen is more remunerative than if it con- 
tained only sulphur, as this oxide is often purchased on the 
basis of its ^^prussian blue'' contents only, ^^prussian blue" 
being the name applied to this cyanogen combination. 

In spite of the removal of a certain percentage of the 
cyanogen in the purifiers (there are also times when it is 
thus entirely removed), quite an appreciable portion passes 
on with the gas, and this cyanogen has a considerable corro- 
sive action on all iron or steel with which it comes in contact; 
this is especially noticeable in the case of gas holders, where a 
blue color is often seen on the outside of the holder sheets, 
indicating that corrosive action is taking place. 

Cyanogen passing on into the purifiers always produces an 
ammonia loss amounting to from ^ to f grain per 100 cubic 
feet if the oxide in the purifiers is to be kept in its most 
active form. This small amount of ammonia should be 


68 


COAL GAS RESIDUALS 


retained in the gas in order that it may neutralize its acid 
qualities and thus maintain an alkaline state in the oxide, 
because this alkaline condition is conducive to the formation 
of ammonium sulphocyanide, due to a combination between 
ammonia and sulphur, this compound being removed from 
the boxes through the sealed drains, while if the gas should 
retain its acid character the cyanide-compounds would com- 
bine with the iron and form the double iron cyanide com- 
pound known as '^prussian blue”; this latter compound is 
insoluble and it rapidly coats the oxide with a layer which is 
then impervious to the action of sulphur. 

Many attempts have been ^ made to produce a combination 
between the nitrogen carried in the cyanogen and hydrogen, 
with the object of forming additional ammonia; the most 
successful of these attempts seems to be the process developed 
by Mr. Charles Carpenter, of England, and the liming process, 
both of which claim an efficiency of 98 per cent. It must be 
stated, however, that up to the present the author does not 
know if the financial returns would warrant the application 
of either of these methods, and their further development is 
therefore awaited with great interest. 

The revenue to be derived from the extraction of cyanogen 
from coal gas is dependent upon the amount of coal carbon- 
ized and upon the market price of the product, the latter 
fluctuating constantly; it is certainly not a remunerative prop- 
osition for works carbonizing less than 250 tons of coal per 
day, as the same labor expended on a plant of this size can 
readily handle the proposition in one of double the capacity. 

The estimated revenue, prior to 1915, in a plant carbonizing 
250 tons of coal at one works, and 750 tons at another, the 
sludge from both being worked up in the one plant, after de- 
ducting operating expenses and 6 per cent interest and 6 per 
cent for depreciation, amounts to $27,935 per year, and this 
without the additional revenue to be derived by the production 
of ammonium sulphate from the cyanogen press liquor, this 
liquor being sold on the basis of concentrated ammonia. 
Besides this revenue, the extraction of cyanogen in this case 
shows an added efficiency of 22 per cent in the action of the 
purifiers, or the life of the oxide is increased by 22 per cent. 

If the cyanogen plant is combined with the direct sulphate 
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recovery plant, the revenue to be derived from a combined 
plant carbonizing as low as 250 tons of coal is unquestionable, 
as will be shown later. 

The cyanogen process operated by the British Cyanides 
Company consists in washing the gas with ammoniacal liquor 
in combination with sulphur. In this case the ammonium 
sulphide present in the liquor dissolves the sulphur to form a 
polysulphide which reacts with the hydrocyanic acid in the 
gas and forms ammonium sulpho cyanide, or 

(NH 4 ) 2 S 2 -f 2 HCN = 2 NH 4 CNS + H 2 O. 

This ammonium sulphocyanide is converted into either 
potassium cyanide or potassium ferro-cyanide. 

The British Cyanides Company,^ in developing its process, 
adopted a policy in contradistinction to that prevalent on the 
European Continent, in that they were not averse to the forma- 
tion of sulphocyanide of ammonia, but stimulated the pro- 
duction of polysulphides of ammonia by washing the gas with 
gas liquor in which granulated sulphur was kept agitated, before 
it reached the ammonia scrubbers, and while it still contained 
hydrogen sulphide and ammonia in large quantity. 

Polysulphide of ammonia is an active absorbent of cyanogen, 
and readily combines to form sulphocyanide of ammonia. The 
system of operation proved very simple, and the liquor thus 
obtained was sent to a chemical plant for conversion. This 
system was installed in a British gas plant in 1905, a Stand- 
ard'^ washer-scrubber, fitted with Holmes brushes being used. 
The sulphur was periodically admitted into the scrubber through 
gas-tight cups, but trouble was soon experienced with tar 
particles, from the gas, coating the sulphur, thus interfering 
with the necessary chemical reactions by preventing the gas 
from coming in contact with sulphur, and finally clogging the 
washer. This washer was replaced by two cast-iron machines 
designed for the purpose and consisting of one chamber' above 
a lower one, the upper one being provided with a vertical 
rotating shaft carrying stirring paddles by means of which the 
sulphur was kept in a thorough state of agitation, the liquor 
overflowing from the upper into the lower chamber. The gas 
entered the lower chamber and, through the medium of dip 
^ A. E. Broadberry. ^‘Jnl. of Gas Lighting/' Oct. 1, 1912. 
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pipes, bubbled through the liquor contained in it, passing thence 
up a connecting pipe into the upper chamber where it again 
bubbled through the liquor contained in same. The upper 
chamber formed the polysulphide of ammonia, while the lower 
one extracted tar particles, in order to keep them from reaching 
the sulphur, and also dealt with any polysulphides which had 
not absorbed cyanogen in the upper chamber. This machine 
was successful except for the back pressure thrown, and occa- 
sional tar troubles. 

Mr. P. E. Williams, engineer of the Poplar Station of the 
Commercial Gas Company, London, where Holmes washers 
were used for this process, found it desirable to try some other 
form of apparatus for the production of the polysulphides in 
order to relieve the washer of this portion of the work, and in 
1909 he decided to make use of a special design of purifier box 
containing spent oxide, with about a 50 per cent sulphur con- 
tent, kept in a moist condition by means of liquor sprays. The 
gas entered this box at the bottom, and was caused to bubble 
through the polysulphide liquor, kept at a given level in the 
bottom of the box, before it reached the oxide. 

The object in using spent oxide was due to the desire to avoid 
purchasing sulphur, and it was anticipated that by combina- 
tion with ammonium sulphide the sulphur contained in the 
oxide would gradually be absorbed. This apparatus proved 
very effective, and it was soon learned that it was not necessary 
to transfer the polysulphides, produced in the purifier, to the 
Holmes washer, as was originally intended, as the contact with 
the gas in the purifier was so complete as to cause the nascent 
polysulphides to combine with the hydrocyanic acid and thus 
immediately to produce the desired sulphocyanide of ammonia. 
The spent oxide was sprayed each day for about 20 minutes 
with water or liquor in order to maintain its moist condition. 

It was at first presumed that the spent oxide, owing to its 
gradual loss of sulphur, would have to be renewed from time 
to time, but upon making a test on the material it was found 
that the sulphur content had slightly increased, due possibly 
to a decomposition of the hydrogen sulphide in the gas, thus 
not only adding its molecule of sulphur to the ammonium sul- 
phide, but also leaving additional sulphur in the oxide. 

Mr. P. E. Williams further reports that a reversal of the gas 
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flow for a very short period is beneficial, this reversed or down- 
current being for the purpose of allowing the supernatant 
liquor to drain away from the oxide. At the Poplar Station a 
purifier 20 feet square was used to treat 3| million cubic feet 
of gas, one layer of oxide 24 inches deep being sufficient to re- 
move all the cyanogen from this quantity of gas. 

In this process from 10 to 15 per cent of hydrogen sulphide 
and from 15 to 20 per cent of amrtionia contained in the gas 
are removed in the cyanide vessel, these quantities of course 
varying with the amount of cyanogen in the gas. The ammo- 
nium sulpho cyanide recovered is between 3 and 5 pounds per 
ton of coal, dependent upon the method and temperature of 
carbonization, while the resultant liquor contains about 2.75 
pounds of ammonium sulphocyanide per gallon, or about 26 per 
cent. 

Before leaving the subject of sulphocyanides, it is of im- 
portance that the conversion of these cyanides into ammonia 
be taken up, and, as stated before, the Carpenter process as 
well as the liming process seem to give promise of the best results 
in this direction. The patented process of Mr. Charles Carpen- 
ter has not been explained in detail, but it is claimed it has been 
worked with extremely satisfactory yields, and appears to be 
peculiarily adapted to all gas works and coke ovens which work 
up their own sulphate of ammonia;” 

This process differs from the earlier attempts of Burgevin 
and Burkheiser, and it appears to consist essentially of treating 
the sulphocyanide with an excess of sulphuric acid at some 
definite temperature, when ammonia, carbon oxysulphide, and 
acid sulphate of ammonia result. 

According to the equation 

KCNS + H2SO4 = HCNS + KHSO4 

the action of sulphuric acid upon potassium sulphocyanide will 
produce sulphocyanic acid, and if the latter is decomposed by 
water in the presence of an excess of sulphuric acid, ammonia 
and carbon oxysulphide will result, or 

HCNS + H2O = NH3 + COS. 

These two reactions will be very similar in the case of am- 
monium sulphocyanide, ammonium bisulphate resulting in the 
first place, or 
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NH4SCN + H2SO4 = HCNS 4- NH4HSO4, 

and the second reaction, or 

HCNS -f H2O = NHs + COS, 

will again give ammonia. 

This process will depend greatly upon a proper working 
temperature, as if the temperature should be too high the 
cyanogen would possibly be volatilized and in consequence 
lost as sulphocyanic acid. It is stated,^ however, that, working 
under proper conditions, a conversion of 98 per cent of the total 
nitrogen into ammonia should be possible. In addition to evolv- 
ing carbon oxysulphide, it is very probable that some hydrogen 
sulphide will also result from the reaction, this being possibly 
due to the fact that carbon oxysulphide is readily absorbed by 
ammonia, which on evaporation will yield hydrogen sulphide. 
It is also possible that a portion of the carbon oxysulphide, in 
the presence of water and steam, might split up and yield 
carbon dioxide and hydrogen sulphide, or 

COS + H2O - CO2 + H2S. 

Great attention has been aroused by the application of this 
process, and definite commercial results are therefore awaited 
with interest. 

The second recent method of conversion, or the Lime method, 
is based on the lines laid down by Burge vin, and is applicable 
to such cases where calcium sulphocyanides are made. The 
calcium sulphocyanide is first evaporated to dryness, then 
mixed with an excess of slaked lime, and finally subjected to 
a heat of not less than 1000 ° F. The cyanides, in the presence 
of steam, are broken up xmder this temperature, and yield 
ammonia and carbon oxysulphide. The ammonia may be 
drawn off to an absorption vessel containing sulphuric acid, 
while the calcium oxysulphide will be in great measure removed 
by the excess of lime. It is stated that the manner in which 
the lime and cyanide are admixed is of great importance for the 
proper operation of the process. 

The principal reactions are about as follows: 

Ca(CNS)2 4 - Ca(OH)2 H- 2H2O = 

2NH3 + COS -f CaCOa 4 - CaS. 

of Gas LigMng.^^ May B, 1914. 



CYANOGEN 


73 


The carbon oxysulphide thus formed is removed through a 
layer of lime 2 or 3 inches thick, this lime being placed over 
the mixture in the heating chamber. The reaction covering 
the removal of the carbon oxysulphide will then be 
COS + 2Ca(OH)2 = CaS + CaCOs 4- 2H2O. 

It is very essential that the carbon oxysulphide be removed 
: in this manner, as otherwise it might combine with the ammonia 

and form urea, according to 

COS + 2NH3 = H2S 4- C0(NH2)2. 

f It is claimed that this process will also give a conversion of 

;« 98 per cent, but the application of either method will of course 

I depend upon local operating conditions. 

I The two systems of cyanogen recovery which have met 

r with the most pronounced success on the European Continent 

I and here, are that of Bueb and the one devised by Feld, the 

former making an insoluble ferrocyanide cake, and the latter a 
. soluble cyanide sludge. 

^ THE BUEB PROCESS 

[: In the Bueb process iron sulphate, or copperas, and am- 

( monia are used as the two reagents necessary to combine 

f" with the cyanogen, and a certain portion of the ammonia 

I thus removed from the gas remains in the cyanide cake, the 

final resulting compound being ammonium ferro-ferro-cyanide. 

The plant required for the extraction of cyanogen and 
the production of the cyanide cake is shown in Fig. 14, the 
various apparatus being enumerated from 1 to 22, and the 
} method of operation is as follows: 

5 Iron sulphate is stored in a bin, and the amount necessary 

for producing the requisite copperas solution is admitted into 
tank (2), where it is mixed with fresh warm water, or wash 
water from the filter press (10), the solution being agitated 
by means of the mechanically driven stirring arrangement in 
f tank (2). The amount of iron sulphate (FeS04) required in 

! the solution can be determined exactly after the cyanogen 

content of the gas is known, but during very warm weather 
a further amount of FeS04 is required to take care of the 
condensation from the gas, and thus to prevent a dilution of 
the liquor by the addition of water. 
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The copperas solution (FeS 04 . 7 H 20 ) is pumped by pump 
(3) into the overhead supply tank (4), from whence a regu- 
lated quantity, depending on the strength of the solution, is 
permitted to flow into the top of the washer (5) ; the resultant 
liquor is permitted to remain in the washer until the copperas 
solution is saturated, after which it is run into the storage 
tank (6). 

From the storage tank the sludge is pumped through the 
still (12), where a portion of the free ammonia is boiled off 
and condensed in the condenser (13), the sludge then passing 
to the neutralizing tank (7); this latter tank is lead-lined 
and hooded, and is provided with a steam coil as well as an 
agitator. A small quantity of sulphuric acid (oil of vitriol) 
is added to the sludge in this tank in order to neutralize it 
while the sludge is being heated to about 200° F., the acid 
being diluted with about three times its volume of water. 
The hydrogen sulphide liberated during the neutralizing 
period is caught under the hood of the tank and withdrawn 
through a pipe by means of a fan and conducted to a con- 
venient boiler stack. 

After neutralization the sludge is an insoluble double ferro- 
cyanide of ammonium and iron, plus a solution of ammonium 
sulphate, a little ferrous sulphate, and a trace of free acid, 
and it is now i;un into the neutralized liquor storage tank (9), 
and is pumped from here to the filter press (10). 

The sludge is pressed into a cake in the press, and after 
being washed is ready for the market, while the ammonium 
sulphate solution from the press is run into the precipitating 
tank (14), where it meets the concentrated ammonia, or am- 
monium sulphide from the condenser (13), this ammonia pre- 
cipitating any iron which might be carried in the solution, 
thus preventing the discoloration of the resultant salts. 

The sulphate solution is then pumped into the vacuum 
evaporator (16), where it is boiled to the point of crystalliza- 
tion, after which the crystals are dried in the centrifugal (19) 
and rotary dryer (20). 

Chemistry of the Process: 

The following reaction takes place in the upper section of 
the washer, where the FeS04 is precipitated and FeS, or iron 
sulphide, is formed, or 


(Facing Page 7^) 
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Reaction I: 

2FeS04.7H20 -f 2H2S + 4NH3 = 2FeS + 2(XH4)2S04. 

The next reaction takes place in the lower portions of the 
washer, where the CN reacts or combines with the FeS, or 
Reaction II: 

2FeS 4- 2NH3 + 6HCN - (NH4)2Feo(CN)6 -f 2HoS. 

Due to the contact between the (NH4)2Fe2(CN)6 and the 
NHs and H2S in the gas, a partial decomposition of the 
former takes place, resulting in the formation of some soluble 
(NH4)4Fe(CISr)6, or ammonium ferro-cyanide, or 
Reaction III: 

(NH4)2Fe2(CN)6 + H2S + 2NH3 = (]SrH4)4Fe(CN)6 + FeS. 

The next reaction takes place in the still, or 
Reaction IV: 

(NH4)4Fe(CN)6 + FeS + A - (NH4)2Fe2(CN)6 + (XH4)2S, 
the resultant ammonium sulphide being found in the con- 
denser. 

The fifth reaction occurs in the neutralizing tank, where 
the sulphuric acid is added, or 
Reaction V: 

(NH4)4Fe(CN)6 + FeS + H2SO4 = 

(NH4)2Fe2(CN)6 + (NH4)2S04 + H 2 S, 
and the last reaction takes place in the sulphate liquor pre- 
cipitation tank, where the iron is precipitated from the liquor 
through the agency of the (NH4)2S produced in the still and 
condenser, or 
Reaction VI: 

FeS04 + (NH4)2S = FeS + (NH4)2S04. 

The salable product in this case is an insoluble ammonium 
ferro-ferro-cyanide cake and ammonium sulphate. 

Assuming the carbonization of 300 tons of coal per day, 
and a cyanogen content of 120 grains per 100 cubic feet of 
gas, allowing 10,000 cubic feet of gas to the ton of coal, the 
estimated net revenue due to the extraction of cyanogen and 
the production of a cyanide cake, as well as ammonium sul- 
phate from the press liquor, based on yellow prussiate of 
potash having a value of sixteen cents per pound, wiU be 
given by the following: 
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, , 514 pounds 

uyanogen removeu ptsr uay 

FeS 04 required per day 


1845 “ 

• • * • it 

Ammonia removed per day 

Sulphate made per day^ 


770 “ 

119 “ 

NBb in press cake per day 

Sulphuric acid required per day . . . 

Gross Income 

514 Dounds at 13.25f5 = $68.10 

Sulphate 

Pr^ Cake NEL 

770 

119 

“ at 3.00ji = 23. LU 
“ at 7.00^ = 8.33 


Total gross income per day 


FeS04 per day 

Sulphuric acid 

Steam for neutralizer 1 
Steam for evaporator J 
Power, 870 K.W.H — 

Labor 

Miscellaneous supplies 


Operating Expense 

0.923 ton at S 9.50 

0.135 ton at 11.50 


,at Ifi 


= S 8.77 
= 1.55 

= 3.00 

= 8.70 

= 12.00 
= 4.00 


Total operating expenses per day 
Net daily income 


$38.02 

$01.51 


In a series of eight tests made on a plant such as described 
here, the average result was as follows: 


Cyanogen extracted from the gas . » 

Cyanogen recovered and fixed 

Ammonium sulphate recovered 


95.59% 

98.93% 

95.76% 


THE FELD PROCESS 

A diagram of the Feld cyanogen-extracting process is shown 
in Fig. 15, and the operation proceeds as follows: 

Lime is slaked in the vessel marked (3), the resultant CaO 
being mixed with water in (4), or in place of fresh water the 
unfiltered wash liquor from the wash-liquor tank (5) may be 
used. A concentrated solution of copperas, FeS 04 . 7 H 20 , is 
made in tank (2) by dissolving the iron sulphate with steam 
and water. The milk of lime in conjunction with the cop- 
peras solution is run into tank (5), this latter tank also being 
provided with an agitator, and the mixed solution thus 
formed is pumped into the top of the washer. The valve on 
the liquor inlet pipe is provided with a regulator so as to 
govern the exact quantity of washing medium admitted into 
the washer, thus insuring a saturated liquor at the overflow. 

The resultant sludge is run from the overflow into tank (7); 
when this tank is almost full some fresh milk of lime is added, 
after which the liquor is thoroughly boiled, tank (7) being 
supplied with a steam coil for this purpose; care should be 
taken to keep the agitator in motion during this boiling 

^The price given for cyanogen was prevalent prior to 1915; it has sold 
for as mudi as 85 cents per pound since then. 
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Fig. 15. — P'eld Cyanogen Plant. 
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period. The liquor is now pumped into the filter press (8), 
the clear liquor coming from the press being divided in its 
flow, 75 per cent going to the storage tank (10), and 25 per 
cent to the wash-liquor tank (5). The press is washed out 
with hot water coming from the tank (9), this wash water 
flowing from the press to tank (10). 

The product is calcium ferro-cyanide, and it can be shipped 
in tank cars or in barrels; it may also be concentrated by 
boiling if desired, thus reducing its shipping volume. If the 
liquor should be permitted to stand in storage for any pro- 
tracted time, some milk of lime should be added from time 
to time in order to keep it alkaline. 

Chemistry of the Process: 

In order to explain the practical chemistry of this process, 
a plant producing 3,500,000 cubic feet of gas per day will be 
taken as an example under the following premises: 

1 cubic meter of gas = 35 cubic feet. 

1000 cubic feet of gas = 28.3 cubic meters. 

1 gramme = 15.43 grains. 

1 grain = 0.0648 gramme. 

It is also assumed that the gas contains 120' grains of 
cyanogen per 100 cubic feet, or 77.75 grammes per 28.3 cubic 
meters, therefore one cubic meter will contain 2.75 grammes 
of cyanogen. 

The reactions are as follows: 

Reaction I: 

FeS04.7H20 + Ca(OH)2 = Fe(OH)2 + CaS04.2H20 + 5H2O. 
Reaction II: 

Fe(OH)2 + 2Ca(OH)2 + 6HCN = CazFe (CN)^ + 6H2O, 
and by adding reactions I and II together we have 
Reaction III: 

FeS04.7H20 + 3CaO + 6HGN,= 

Ca2Fe(CN)6 CaS04.2H20 + 8H2O 

for which the molecular weights are 

278 + 168 + 162 = 292 + 172 -f- 144, 
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and in order to maintain the constituents of the washing 
medium in excess of the theoretical quantities required by 
the HCN, we would make these molecular weights 

300 + 200 4- 150 = 250 -f 220. 

tinder the above premises 55 cubic meters of gas would 
contain 150 grammes of HCN, and for 1000 cubic meters of 

gas we would require = 18 times the above constants, or 

oo 

18x 300 = 5400 grammes of FeS04.7H20 
18 X 200 = 3600 “ “ CaO 

18x 150 = 2700 “ “ HCN 

18 X 250 = 4500 “ “ Ca2Fe(CN)6 

18 X 220 = 4000 “ " CaS04.2H203 

besides some CaCOs and FeS. 

Therefore for 100,000 cubic meters, or 3,500,000 cubic feet 
of gas in 24 hours, we would have: 

560 kg. = 1232 pounds of FeS04.7H20, equivalent to 
2000 liters = 500 gallons of iron sulphate liquor of 28 per cent 
strength. 

360 kg. =792 pounds of lime, CaO, equivalent to 

1100 liters = 275 gallons of milk of lime of 30 per cent CaO. 

270 kg. = 594 pounds of HCN. 

450 kg. = 990 pounds of Ca2Fe(CN)6, equivalent to 
3000 liters = 750 gallons of calcium ferro-cyanide liquor of 
15 per cent Ca2Fe(CN)6,' 

but as about one cubic meter of the liquor would be used 
daily to thin out the iron sulphate solution, it is necessary to 
filter 4000 liters, or about 1000 gallons of calcium ferro- 
cyanide liquor of 15 per cent strength; we also have 400 kg. 
= 880 pounds of CaS04.2H20, equivalent to 800 kg. = 1760 
pounds of filter press cake containing 50 per cent H2O. 

The relative mixtures given above are only approximate; 
the greater the amount of filtered cyanide liquor which is 
mixed with the dissolved iron sulphate, the more concentrated 
will be the resultant calcium ferro-cyanide liquor. In Hain- 
burg, Germany, a 15 per cent solution is used, but it is 
possible to work with from 18 to 20 per cent if the concentra- 
tion of the FeS04.7H20 liquor is increased to 35 per cent, and 
then mixed with 1.5 cubic meters of filter liquor. It is also 
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permissible to mix the liquor with non-filtered calcium ferro- 
cyanide liquor; it is, however, better practice to only partly 
mix with unfiltered liquor, or on the other hand to entirely 
use filtered liquor in order to prevent the wash liquor becom- 
ing too thick. 

The product coming from either the Bueb or Feld plant, is 
usually worked up into potassium ferro-cyanide, and in this 
case the working up of the sludge produced by the Bueb system 
requires additional apparatus for the removal and concentration 
of the ammonia carried in the sludge, while the working up of 
Feld sludge obviates the necessity of this ammonia apparatus, 
as the Feld system embraces the removal of cyanogen from the 
gas after the ammonia has been extracted. 

Another system of cyanogen extraction, and one which is 
used in Great Britain, is that of Davis-Neill, in which the 
cyanogen is removed from the gas by washing with a solution 
of soda and ferrous carbonate, washers of the Standard hori- 
zontal or vertical type being used for this purpose. The 
resultant cyanogen liquor coming from the washers is run into 
a ■ still, where the ammonia carried by the water is distilled off, 
the ammonia vapors thus produced being condensed and then 
run to the ammonia cisterns. 

After being freed of ammonia, the cyanide liquor is pumped 
into a filter press, where the insoluble matter is separated and 
retained, the clear solution, as well as the wash water, from the 
press being then conducted into an evaporator, where the 
liquors are concentrated, after which they are run into crystal- 
lizing vats. These crude crystals, either sodium ferro-cyanide, , 
or prussiate of soda, are now washed with mother liquor from 
the evaporator in order to remove excess soda and any insol- 
uble matter, after which they are dissolved by means of hot 
water, no more water being used than is absolutely necessary 
to produce the required solution. 

Insoluble matter carried in the crystals is then allowed to 
settle, after which the clear liquor is run into another sfet of 
vats, where the final crystals are formed on strings suspended 
in the liquid. 

The wash liquor, consisting of soda and ferrous sulphate in 
solution, is prepared in mixing vats, and the precipitated ferrous 
carbonate is separated from the sodium sulphate solution in 
filter-presses, after which it is mixed with soda and water. 



CYANTOGE^^ 


81 


THE MAX^TIFACTURE OF POTASSIUM FEBRO-CYAHIDE 

A diagram showing a plant arranged for the manufacture 
of potassium ferro-cyanide or yellow pmssiate of potash, 
using Bueb sludge, is shown in Fig. 16. 

Bueb Sludge Plant: 

The (NH4)2Fe2(CN)6 coming from the cyanogen washers is 
stored in tanlc (1), from whence it is transferred by pump (2) 
into the neutralising vessel (3); here the sludge is neutralized 
with a small amount of sulphuric acid (oil of vitriol), as is 
done in the Bueh cyanogen extraction system, the acid being 
fed in small quantities from the overhead supply tank (4), 
this latter tank receiving its supply from the sulphuric acid 
storage tank (5), the delivery being effected by means of 
compressed air. After the sludge has been neutralized it is 
delivered by pump (6) to the storage tank (7). 

By means of pump (8) the sludge is now transferred to the 
digester (9) , where it is boiled with steam, the issuing vapors 
being condensed in the condenser (10) and collected in tank 
(11) as concentrated ammonia. 

The boiled sludge is then run into the monteju (12), and 
is forced from thence by means of compressed air into the 
filter press (13); the ammonium sulphate liquor from the 
filter press flows into the settling boxes (14), and from thence 
into the sulphate liquor storage tank (15), and from here the 
clarified sulphate solution is transferred by pump (16) into 
the vacuum evaporator (17), where it is evaporated to 
crystallization. 

The screw conveyor (18) carries the crystalline mash to the 
centrifugal (19), the mother liquor from the centrifugal 
returning to tank (15), while the salts are dried in the dryer 
(20). The ^Tlue’’ cake left in the filter press (13) is carried 
by the conveyor (21) to the cake storage (22), and from 
thence over the cake chutes (23) to the disintegrators (24). 
Here the ''blue'' cake is broken up and mixed with a weak 
ferro-cyanide wash liquor and then run into the decomposer 
(25), where it is boiled with lime from the agitator (25), 
potash also being added at this point, until all of the ammonia 
is driven off. 

The vapors from the decomposer (25) are condensed in 
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(27) and collected in the ammonia receiver (28) as concen- 
trated ammonia. After being boiled, the ammonia free mash 
is allowed to settle in the decomposer, after which the clear 
liquor is drawn off into tank (29), and from there into the 
collector (30), while the mash is run into the monteju (31) and 
forced from there by compressed air into the filter press (32). 

From this filter press all of the ferro-cyanide, in the form 
of potassium ferro-cyanide liquor, flows to the collector (30), 
while the press cake removed from the filter is principally 
iron. This weak potassium ferro-cyanide liquor is trans- 
ferred by means of pump (33) from the collector to the vacuum 
evaporator (34), where it is evaporated to the point of 
crystallization, and then run into the salt cooler (35); here, 
while cooling, the greater portion of the potassium ferro- 
cyanide solidifies to a crystal mass which, after drawing off 
the mother liquor into tank (36), is transferred by the screw 
conveyor (37) to the centrifugal (38), the mother liquor from 
the centrifugals also being collected in tank (36). All of the 
mother liquor is finally transferred by means of pump (39) 
to the vacuum evaporator (34). 

The crude salt is now dissolved in the dissolver (41), and 
the resultant solution is run into the concentrator (42), 
where the solution is again evaporated to the point of crystal- 
lization and the pure concentrated potassium ferro-cyanide 
liquor, ready to crystallize, is run while still hot into the 
crystallizer (43). After being completely cooled here, the 
potassium ferro-cyanide crystals deposit on the sides of 
the crystallizer and upon strings suspended in it; after 
drawing off the mother liquor and returning it to the 
concentrator (42) by means of pump (44), the crystals are 
removed to the dryer (45), and are then packed ready for 
shipment. 

Yellow prussiate of potash, or potassium ferro-cyanide, 
K4Fe(CN)6.3H20, has a specific gravity of 1.8533, and its 
molecular weight is 422.36, made up by 

Potassium, K, = 39.10 x 4 = 156.40 

Iron, Fe, = 55.85 x 1 = 55.85 

Cyanogen, CN, = 26.01 x 6 = 156.06 

Water, H 2 O, = 18.016 x 3 = 54.05 


422.36 
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In the Bueb process of cyanogen, extraction, 1.95 pounds 
of “blue,” or (NH4)2Fe2(CN)6, are produced for every pound 
of cyanogen extracted from the gas, and to produce 
K4Fe(CN)6.3H20 we must add 2K2COJ, or two molecules of 
potassium carbonate to one of the “blue,” the commercial 
compound known as “black salt” and containing K2CO3 being 
used for this purpose. 

The molecular weight of K2CO3 is 138, and that of 
(NH4)2Fe2(CN)6 is 304, therefore each pound of “blue” will 
require 

138 V 2 

= 0.908 pound of K2CO3. 

As the commercial “black salt” only contains 75 per cent 

0 908 

of K 2 CO 3 , we will require - = 1.211 pounds of black salt 

for eacli pound of ‘^blue^^ produced. 

The amount of lime, CaO, required is 1.65 pounds per 
pound of fixed ammonia contained in the sludge, or using a 
commercial article containing 95 per cent CaO, we will re- 
quire 1.73 pounds of lime per pound of fixed ammonia. 

The amount of iron sulphate or copperas required will be 
the same as mentioned in the Bueb cyanogen extraction 
process. 

Feld Sludge Plant: 

As stated before, the production of yellow prussiate of 
potash from insoluble sludge is a roundabout procedure and 
requires much more labor and apparatus, and leads to possibly 
more ammonia losses than if a soluble sludge were used. 
Making calcium ferro-cyanide, which is soluble, in the washer 
does away with extra filter presses, sulphuric acid, and 
removal of ammonia, and it also requires less steam and 
improves the final product; besides this, less copperas will 
be required in the extraction process. 

A plant to produce potassium ferro-cyanide, or, if desired, 
sodium ferro-cyanide from soluble sludge is shown in Fig. 
17. Here, as explained under the Feld cyanogen process, the 
alkali constituent of the gas, ammonia, is replaced by an 
external alkaline medium, and the first half of the operation 
proceeds as explained in the Feld extraction process. 
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The ferrous sulphate solution is mixed in a suitable vat or 
tank with the proper equivalent of the alkaline agent, princi- 
pally milk of lime, Ca( 0 H 2 ), in such proportion that the 
alkali is in excess prior to its conveyance to the washer, 
which in this instance is located subsequent to the apparatus 
for ammonia removal. 

In contact with the counter-current of gas, the ferrous 
hydrate, Fe(OH) 2 , is converted by the means of hydrogen 
sulphide, H 2 S, into ferrous sulphide, FeS, which absorbs 
the cyanogen compounds, the presence of the calcium com- 
pounds causing the formation of calcium ferro-cyanide, 
Ca 2 Fe(CN) 6 ; this reaction, already given under the extrac- 
tion process, may also be expressed as 

FeS + 2 CaC 03 + 6HCN = 

Ca2Fe(CN)6 + H2S + 2CO2 + 2H2O. 

The resultant sludge, a mixture of insoluble calcium sul- 
phate, carbonate, etc., with traces of ferrous sulphide in a 
solution of calcium ferro-cyanide, is conveyed to a suitable 
vat or storage tank. 

This liquid is filter-pressed and the clear calcium ferro- 
cyanide liquor is conveyed to a steam-heated digester, or still, 
in which, by the addition of alkaline potassium or sodium 
derivatives, principally carbonates, it decomposes, forming 
sodium or potassium ferro-cyanide and insoluble calcium 
carbonate, CaCOs. 

After separating the latter compound by means of filter 
pressing, the clarified ferro-cyanide solution is concentrated 
and the product purified by re-crystallization. The ^‘slimes'' 
or mud from the first filter press may be returned and mixed 
with the washing liquid, so proportioning the admixture as 
to prevent vitiation of its efl&ciency due to the presence of 
too large a proportion of an inactive agent. 

Cyanogen from Spent Oxide. In plants not provided with a 
direct cyanogen-extraction system, the cyanogen-compounds will, 
to a great extent, be found in the spent oxide coming from the 
purifiers; the cyanogen content of this oxide makes the latter 
valuable, and although the oxide also contains sulphur varying 
from 30 to 50 per cent, the spent material in this country is 
rarely sold for its sulphur content, the cyanogen content being, 
as a rule, the basis on which the value is fixed. 
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The chemical works operating on spent oxide may prefer to 
remove the sulphur before attacking the cyanogen problem, 
but if this is not done, the sulphur must be carried through the 
entire process of cyanogen extraction; the latter method is, as 
a rule, the one usually pursued, because the removal of the sul- 
phur is not only a difficult operation, and one requiring constant 
supervision, but it is also subject to a high fire risk and the action 
of the carbon disulphide used as the solvent is very injurious 
to the human system. 

If the sulphur is to be removed, the spent oxide is ground to 
a fine powder and then placed within a cylindrical vessel having 
a perforated false bottom over which a filter cloth is spread to 
receive the oxide after the vessel has been filled nearly to the 
top, another filter cloth is placed over the top of the oxide, and 
the vessel closed tight. Carbon disulphide vapors from a steam- 
heated still are now charged into the closed vessel containing 
the spent oxide, the disulphide vapors condensing and passing 
down through the mass, relieving the latter of the sulphur 
burden during the passage, the liquor from the extracting 
vessel then being returned to the still. The apparatus is also 
provided with a condenser for taking care of any carbon disul- 
phide vapors not condensed in the extractor, this condensed 
liquor being run to storage for charging the still when required. 

When all sulphur has been removed from the oxide, the vapor 
connection to the extractor is closed off, and the carbon disul- 
phide is driven off of the sulphur in the still, the resultant 
vapors being sent to the condenser and the carbon disulphide 
liquor from there to storage, after which it is again ready for 
the extraction process. The sulphur is now free of the solvent, 
and can be drawn off when melted, steam being blown through 
the residue in order completely to remove all traces of carbon 
disulphide 

The sulphur thus obtained may be converted into sulphuric 
acid by roasting. 

Quite a number of processes are in use for the extraction and 
conversion of the cyanogen compounds, but they are all based 
on three principals, viz. : 

I. Lixiviation of the oxide for the removal of the soluble 
salts and the recovery of ammonia and sulphocyanides. 

II. The conversion of the insoluble ferro-cyanides into sodium 
or calcium ferro-cyanides. 
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III. CoiiYersion of sodium or calcium ferro-cyanide into 
potassium ferro-cyanide, if the latter is to be the end product. 

Lixiviation is conducted in a series of filtering vats contain- 
ing a false bottom of wooden beams, over which a layer of 
twigs is spread to a depth of about 4 inches, the top of the twigs 
being covered with a filter-cloth. Each vat communicates by 
means of a trough with at least three receivers. The vats are 
now filled with the spent oxide, and water is run into vat No. 1, 
filling same to a point about one inch above the oxide. 

After being allowed to stand for about 24 hours, the re- 
sultant liquor is drawn off into the first receiver, and pumped 
from there into vat No. 2, vat No. 1 being again filled with 
fresh water. After another 24 hours this process is repeated, 
the liquor from No. 2 vat going to the second receiver and 
that from No. 1 to the first. From the second receiver the 
liquor now goes to vat No. 3, and after the proper period of 
settlement this series of changes is repeated until the original 
water from No. 1 vat has passed through at least eight vats in 
series, after which the liquor contains its burden of ammonia. 
This ammonia liquor is pumped to a storage tank, and from 
there to a still where it is distilled with lime, and the ammonia 
is recovered. The liquor after distillation contains calcium 
sulphocyanide in solution. 

The second process consists in converting the insoluble fer- 
ro-cyanides into soluble compounds, and this may be done in a 
digester, or in a series of filtering vats similar to those described 
above. 

The digester is provided with a vertical shaft operating a 
stirring paddle, and after the solid material from the lixiviation 
vats has been dried and pulverized, it is mixed with soda and 
lime and then charged into the digester. The digester is heated 
with direct steam, and the mass is cooked under constant 
agitation, the sludge from the bottom of the digester being run 
into filter-presses where the solution is separated. 

If the filter vats are used, the process is similar to that 
described for lixiviation, but the solutions will be of a higher 
degree of concentration than those secured from the digester. 

It will now be necessary to precipitate the ferro-cyanides, 
and while the solution from the digester contains both ferro- 
cyanide of sodium and of calcium, the solution from the vats 
contains all of the ferro-cyanide in the shape of calcium ferro- 
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cyanide, because lime only was used in this mixture, wdiile 
both lime and soda w^ere used in the mixture placed in the 
digester. Both solutions contain some sulphocyanide of cal- 
cium and ammonia. The ferro-cyanides may be precipitated by 
means of iron salt, ammonium salts, or potassium chloride. 

If iron salts are used (FeCb or FeS04), the ferro-cyanides 
will be precipitated in the form of prussian blue, ferrous or 
ferric chloride being used if the solution contains calcium ferro- 
cyanide, while ferrous sulphate is used if the solution contains 
sodium ferro-cyanide. 

Owing to the presence of free ammonia, the sulphides, which 
are always found in the solutions coming from the digester, 
are alkaline, and they are acidified in a special vat, after which 
they are allowed to stand in order that the sulphur may separate 
out. The clear liquor can now be decanted, and it will then be 
ready for precipitation with the iron salt. This latter operation 
is performed in wooden vats, the solution being constantly 
stirred while the iron is being added; when precipitation is 
complete the supernatant liquor is drawn off, the prussian blue 
is filter-pressed and then converted into potassium ferro-cyanide 
by treating with potash or potassium carbonate, if this is the 
end product desired. 

If the precipitation is to be .performed by means of ammorii- 
acal salts, the operation should be conducted in such manner 
that the salt is produced in sufficient quantity at the time of 
precipitation, by using lixiviated solutions which carry ammonia 
in such quantity as to make its neutralization with hydro- 
chloric acid necessary. In order to accomplish this, some un- 
Ibdviated material, plus lime, should be added to the lixiviated 
solution, this procedure giving the amount of ammonia required 
for the reaction. 

This operation is conducted in a vat provided with means 
for agitating the solutions, hydrochloric acid being added until 
the acid reaction is complete. The mixture is then heated to 
about 175° F., after which the double salt, according to the 
reaction, 

Ca^Fe(CN)6 -f 2NH4CI = Ca(NH4)2Fe(CN)6 + CaCl, 

% 

will separate out in the form of a white powder. When pre- 
cipitation is completed, agitation is stopped, and the precipitate 
is allowed to settle, the clear liquor being drawn off and the 
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precipitate filter-pressed. Some of the double salt will remain 
in the mother liquor, and this can be precipitated as prussian 
blue by means of iron salts. 

The double salt, Ca(NH4)2Fe(CN)6, may now be treated with 
lime in an agitating vessel in order to secure pure calcium 
ferro-cyanide according to the reaction 

Ca(NH4)2Fe(CN)6 + CaO = Ca2Fe(CN)6 + 2NH3 + H2O, 
and the calcium ferro-cyanide may then be converted into potas- 
sium ferro-cyanide by using potassium chloride to precipitate 
the double salt CaK2Fe(CN)6, and then converting this salt 
into potassium ferro-cyanide by boiling with potassium car- 
bonate according to the reaction, 

CaK2Fe(CN)6 + CO3K2 = K4Fe(CN)6 + CaCOg. 

If it is desired to make the conversion with potassium car- 
bonate in the presence of lime, the reaction will be 

Ca(NH 4 ) 2 Fe(CN )6 + 2CO3K2 + GaO = K 4 Fe(CN )6 + 2CaC03 + 
2NH3 + H2O. 

The potassium ferro-cyanide solution thus obtained is now 
concentrated to 30 ° B 6 ., and then allowed to crystallize out. 

If potassium chloride is to be used as the precipitating 
medium, according to equation 

Ca^Fe(CN )6 + 2 KC 1 = CaKsFe (CN )6 + CaCh, 
the double salt thus formed will be found to be slightly soluble. 
The calcium ferro-cyanide solutions are concentrated to 25 ° B 6 ., 
and then admitted into a small digester provided with an agita- 
tor, the precipitation in this digester being performed at a 
temperature of 175 ° F. The potassium chloride, in crystalline 
form, is used in excess, and the double salt CaK2Fe(CN)6 will 
be precipitated in the form of a pale-yellow powder, being later 
separated by filtration or decantation, washed with water, and 
finally treated with potassium carbonate in order to obtain 
potassium ferro-cyanide, the reaction covering this conversion 
being 

CaK2Fe(CN)6 + CO3K2 = C03Ca -f K4Fe(CN)6. 

The calcium sulphocyanides in the liquor from the first lixivia- 
tion will be found in the residual solutions coming from the 
ammonia still, and they may be precipitated by the use of a 
potassium or sodium salt, and recovered by concentration and 
crystallization. 


CHAPTER rv 

AMMOIOA 

Ammonia is a product derived from the destructive distilla- 
tion of coal, and it results from the anion of nitrogen with 
hydrogen, or 1^2 -f- 3H2 = 2NH3; besides being one of the 
principal sources of revenue, the removal of ammonia from 
gas is necessary on account of its destructive influence on 
the brass and copper work of meters and gas-fittings ; when 
burned with gas it gives off noxious fumes of oxides of 
nitrogen. 

The usual method employed for the removal of ammonia 
depends upon its solubility in water, and at ordinary tempera- 
tures water can absorb about 708 times its volume of am- 
monia gas, the absorption increasing with a decrease in -water 
temperature, or 

One volume of water at 32® F. will absorb 1050 volumes of NH3 
One volume of water at 50® F. will absorb 813 volumes of ISTHs 
One volume, of water at 59® F. will absorb 727 volumes of NHs 
One volume of water at 68® F. will absorb 654 volumes of NHs 
One volume of water at 77® F. will absorb 586 volumes of NHs 
One volume of water at 183° F. will absorb 180 volumes of 

providing the pressure of the ammonia gas is equal to that 
of the atmosphere, and if the gas carries no tar burden. 

If it is assumed that the amount of ammonia in crude gas 
is 2 per cent by volume, the ammonia will be capable of 
exerting only 2 per cent of the total pressure of the gas. 
It must also be remembered that the strength of a solution 
of ammonia in water is dependent upon the pressure of 
the ammonia gas with which it is in contact; therefore the 
strength of the resultant liquor will be dependent upon the 
pressure exerted by the ammonia in the crude gas coming in 
contact with the liquor. 

Liquors of various strengths and temperatures have definite 
pressures, or tensions, and these pressures are capable of giv- 
ing up ammonia to the gas if the ammonia pressure of the 
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gas is less than that of the liquor, but if the ammonia pressure 
of the gas is greater than that of the liquor, the liquor will be 
able to extract more ammonia and gain in strength until a 
point is reached at which the pressures in gas and liquor are 
equalized. 

The usual gas-works method of operation as practised in 
America removes the ammonia by condensation and washing, 
the first portion of the ammonia being removed in the hy- 
draulic main due to the condensation of water vapors, which 
thus absorb ammonia. Cooling the gas in the condensers 
also causes the deposition of quite an amount of water which 
in turn absorbs more ammonia, the final ammonia being 
removed in the scrubbers or mechanical washers, using as 
little wash water as is consistent with the result desired, viz., 
strong liquor. Table XII gives the strength, weight, etc., 
of ammonia liquors. 


TABLE XIL — AMMONIA 


Strength 
in oz. 

Weight per gal. 

Per cent 
of 

NHa 

Twaddle 

at 

60° F. 

Specific 

gravity 

water 

basis 

Weight per 
gal. in lbs. 
at 60° F. 

oz. 

lbs. 

0 

0.000 

0.0000 

0.0000 

0.00 

1.0000 

8.3328 

1 

0.347 

0.0217 

0.2591 

0.50 

1.0025 

8.3560 

2 

0.689 

0.0434 

0.5182 

1.00 

' 1.0050 

8.3770 

4 

1.388 

0.0868 

1.0364 

2.00 

1.0100 

8.4180 

6 

2.082 

0.1301 

1.5546 

3.00 

1.0150 

8.4600 

8 

2.786 

0.1735 

2.0728 

4.00 

1.0200 

8.5020 

10 

3.469 

0.2169 

2.5910 

5.00 

1.0250 

8.5440 

24 

8.328 

0.5205 

6.2184 

12.00 

1.0600 

8.8350 

28 

9.726 

0.6079 

7.2548 

14.00 

1.0700 

8.9180 

32 

11.104 

0.6840 

8.2912 

16.00 

1.0800 

9.0020 

36 

12.492 

0.7807 

9.3276 

18.00 

1.0900 

9.0850 

40 

13.878 

0.8676 

10.3640 

20.00 

1.1000 

; 9.1680 

44 

15.265 

’ 0.9544 

11.4004 

22.00 

1.1100 

9.2530 

48 

16.654 

I 1.0411 

12.4368 

24.00 

1.1200 

9.3360 

52 

18.041 

1.1276 

13.4732 

26.00 

1.1300 

9.4200 

56 

19.429 

1 1.2143 

14.5096 

28.00 

1.1400 

9.5030 

60 

20.816 

1.3014 

15.5460 

30.00 

1.1500 

1 9.5860 

70 

24.286 

1.5179 

18.1370 

35.00 

1.1750 

1 9.7950 

80 

27.755 

1.7352 

20.7280 

40.00 

1.2000 

10.0040 
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This table is to be used in connection with the “saturation” 
test with H 2 SO 4 , used as a check on scrubber operation as 
performed in many gas works, and is not indicative of the total 
NH 3 content of the hquor, as only free NH 3 will combine with 
the acid. The “oimce strength” in col. 1 means the ounces 
of H 2 SO 4 that will neutralize one gallon of the liquor used, and 
the other data is a measure of the NH 3 equivalent of the acid 
used for neutralization. 

In order to determine the total NH 3 content of the liquor, 
it is necessary to distill in the presence of an alkali, such as 
caustic soda or hydrated lime, and catch the vapors in a 
measured quantity of normal H 2 SO 4 solution, each c.c. of which 
is equivalent to 0.01703 gramme of NH 3 . The excess acid is 
titrated with normal NAOH solution, and the calculation for 
per cent of NH 3 will be: 

(c.c. N/ 1 H 2 SO 4 - c.c. N/iNAOH) 0.0173 

. — - = per cent NH3, or 

weight of sample 

per cent NH 3 x 3.88 = per cent (NH 4 ) 2 S 04 . 

Assuming that the nitrogen in the coal amounts to 2 per 
cent, and that of this 15 per cent forms ammonia, the follow- 
ing example will illustrate how to calculate the amount of 
ammonia present in the raw gas, under the above conditions, 
also the amount of ten-ounce liquor to be expected provided 
all of tlie ammonia produced is recovered, also the amount of 
sulphate .which this quantity of ammonia should produce. 

As 2 per cent of the coal is assumed to be nitrogen, the 
amount present in one ton of coal will be 2000 lbs. x 0.02 = 
40 pounds, and if 15 per cent of this nitrogen is converted 
into ammonia, we would have 40 X 0.15 = 6 pounds of nitro- 
gen as ammonia per ton of coal, but as ammonia is a com- 
pound consisting of 14 parts of nitrogen and 3 parts of 
hydrogen, or if every 14 parts of nitrogen are equal to 17 
parts of ammonia, we would have 

6 X 17 

= 7.28 pounds of ammonia, 


14 


equivalent to 

7.28 X 7000 


= 509.6 grains per 100 cubic feet of gas. 


100 
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This amount of ammonia expressed in percentage by 
volume can be determined by multiplying the weight in 
grains of a cubic foot of hydrogen by half the molecular 
weight of ammonia, and dividing this product into the number 
of grains of ammonia per 100 cubic feet of gas, or we will 
have in this case 

1.61 percent. 


The ounce strength of hquor is based on the sulphate 
radical, or 2NH3 + H2SO4 = (NH4)2S04, in which 34 parts of 
ammonia by weight require 98 parts of sulphuric acid, thus 
forming 34 + 98 = 132 parts of ammonium sulphate. As the 
ton of coal produces 7.28 pounds of ammonia, we would have 



16 = 335.68 ounces. 


equivalent to 33.568 gallons of 10 ounce liquor. 

The amount of sulphate produced by this amount of 
ammonia will be 7.28 X 3.88 = 28.25 pounds per ton of coal. 

Raw ammonia liquor from the plant usually contains from 
1 to 2 per cent of ammonia, and due to the cost of trans- 
portation it would not in most cases be economical to sell this 
hquor in its diluted state; the raw liquor is, therefore, usually 
worked up for one of the following ammonia products: 

1. Concentrated liquor, 

2. Aqua ammonia, 

3. Sulphate of ammonia, 

but the product to be recommended for any particular gas 
works must necessarily depend upon local market conditions. 

Concentrated ammonia is a product in which the raw liquor 
has been freed of a large portion of water, and it is used for 
producing other ammonia products. 

Aqua ammonia is a solution of ammonia in distilled water, 
a great deal of it, in a dilute solution, being used for cleansing 
purposes. 

Ammonium sulphate is produced by distilling the liquor, 
and absorbing in sulphuric acid; by passing the gas through 
an acid bath, thus absorbing the ammonia, or by combining 
the ammonia in the gas directly with the sulphur radical, 
and subsequent oxidation, without the use of sulphuric acid, 
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Sulphate finds its greatest use in the manufacture of fertilizer, 
it being the nitrogen-carrying agent in this product. For this 
latter use, sulphate has lately found an active competitor in 
calcium cyanamide, a product of the electric furnace, where 
calcium carbide absorbs nitrogen from the atmosphere to 
form cyanamide with the liberation of carbon, this product 
containing from 14 to 22 per cent of nitrogen which is lib- 
erated as ammonia when treated with water, thus making it 
suitable for agricultural fertilizer. It appears that with soils 
which are not rich in humus or not deficient in lime, cyana- 
mide is almost as good, presuming that they all have the 
same nitrogen content, as ammonium sulphate or sodium 
nitrate, but it is of doubtful value with peaty soils, or soils 
containing little lime, and it is not nearly as good as either 
of the above for a soil top-dressing. 

Ammonium chloride (sal ammoniac) is obtained by using 
hydrochloric acid as an absorbing agent, followed by evapora- 
tion and crystallization. In the United States the principal 
source of sal ammoniac is ammonium sulphate, this com- 
pound being heated in conjunction with common salt. It. is 
used as an agent in galvanizing iron, for soldering, and in 
electric batteries. 

Liquid anhydrous ammonia is produced by freeing the 
ammonia gas of all moisture and impurities, after which it is 
liquefied by pressure; it is used for the production of low 
temperatures by the absorption of heat, as in refrigeration. 

Ammonium carbonate is produced by heating a mixture of 
ammonium sulphate in conjunction with calcium carbonate, 
and it is used for scouring purposes, especially wool. 

Ammonium nitrate is produced by neutralizing nitric acid 
with ammonia, and it is used in the manufacture of explosives. 

There are many other ammonia compounds, but the ones 
mentioned above are the principal products, and they can all 
be prepared from ammonium sulphate, thus making this latter 
compound one of the principal by-products of coal distillation. 

The crude liquor coming from the works contains ammonia in 
combination with various radicals, the principal ones of which 
are ammonium carbonate, sulphide, chloride, and sulphate. 
These salts may be grouped into two classes in accordance with 
their conduct during the process of boiling the crude liquor. 
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Carbonates of ammonia as well as sulphides of ammonia, 
below the boiling point of the liquor, decompose into carbonic 
acid, hydrogen sulphide, and ammonia, and as these are com- 
pletely freed at the boiling point, they are classed as ^'free’’ 
ammonia compounds. On the other hand ammonia com- 
bined as chloride and sulphate can only be liberated by ‘the 
addition of some stronger alkali, lime in the form of milk of lime 
being usually introduced into the solution for this purpose. 

Analysis will give the amount of free and fixed ammonia 
in the liquor, from which the yield of ammonia as well as 
the amount of lime to be used can easily be deduced; as a 
rule the liquor contains from 70 to 80 per cent of free, and 
20 to 30 per cent of fixed, ammonia. 

The working up of the liquor is usually effected in continuous 
stills (Fig. 18), operating with a supply of live steam, and as the 
principle of design and operation is practically the same in the 
usual stills on the market, only one method will be described, 
the others differing only in detail, and not in principle. 

The still usually consists of a series of superimposed 
sections, one mounted upon the other, constructed of cast 
iron, each section being provided with a steam passage in 
the bottom covered with a hood or bell, and an internal 
overflow for liquor. These sections should be liberally pro- 
vided with cleaning holes, by means of which access can be 
had to every part of the interior, so that the apparatus can 
be thoroughly cleaned without dismantling it. The liquor, 
having been previously heated, enters at the top of the still 
and flows from section to section in a direction opposite to 
that of the steam, which enters at the bottom, passes up 
through the steam passages, and is caused to pass through 
the liquor by means of the hoods or bells. 

The crude liquor is thus gradually brought to the boiling 
point, the free ammonia and other gases mixing with the 
steam in the upper portion of the apparatus. The milk of 
lime is introduced in small quantities into the lower, or 
liming sections, the hoods of these sections having a some- 
what deeper seal than the others, in order to permit of more 
efficient mixing of lime and liquor. A final boiling of the 
liquor in the lower sections completely liberates all of the 
fixed ammonia, and the stills should be so operated that 
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to the upper portion of the still (3). As described above, 
the still consists of several lime and several water sections, 
the free ammonia being volatilized in the water sections. 
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The lime enters the upper liming section, being pumped from 
the agitator tank (4) by means of the automatic lime pump 
(5); this pump is so controlled by means of an air brake 
(compressed air being supplied by means of a small air pump 
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not shown) that the delivery of milk of lime can be varied 
within very wide limits, or from one to ten double strokes per 
minute. The lime milk is agitated in the tank by means of 
an attachment connected by a lever to the piston rod of the 
pump, thus ensuring a perfect mixture of lime and water. 

In the first lime section the lime becomes thoroughly 
mixed with the liquor, being then passed through the remain- 
ing sections and leaving the still at the bottom through the 
automatic waste lime overflow. This overflow valve is 
mounted in the bottom of a cast-iron casing, a lead-covered 
sheet-iron float being connected to the valve by means of a 
stem. The float moves up and down inside the casing, and 
the steam pressure acting on it is the same as that in the 
lower part of the still, so that the water level at which the 
valve opens always remains constant. 

The volatile ammonia is expelled through prolonged boil- 
ing of the liquor, but the fixed ammonia can only be ex- 
pelled by decomposing the salts with lime. The vapors 
rise through the tubes in the bottoms of the sections, being 
baffled by means of the hoods or bells located over the tubes, 
while the raw liquor, as well as that portion of the liquid 
condensed by the cooling action of the air, gradually flows 
through the internal overflow tubes from one section to the 
other. The frequent repetition of this cycle in the different 
sections of the still produces ammonia vapors of high strength. 

In the bottom section of the still the waste liquor is freed 
of practically the last traces of ammonia. The ammonia 
vapors are now cooled in the water-cooled top section of the 
still and they are then dephlegmated in the reflux cooler (7), 
thence passing into the lime washer (8), and are finally 
condensed in the sectional cooler (2). The reflux cooler is 
arranged over the still and can be fed with more or less 
water as required for the purpose of condensing a large amount 
of vapors and sending them back into the still in order to 
produce a concentrated liquor of high Nils content, and this 
liquor usually contains from 15 to 25 per cent of ammonia, 
dependent upon the manner of operating the plant. 

As the formation of ammonium carbonate may obstruct 
the condenser, or sectional cooler, the vapors from the still 
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are first passed through the lime washer (8), in which suffi- 
cient lime should be injected to prevent any excessive forma- 
tion of carbonate. The lime milk is injected into the washer 
by means of the automatic pump (5), the delivery pipe from 
this pump being provided with a proportional distributing 
valve system, so arranged that two successive strokes of 
the pump will deliver the lime milk into the still, and the 
following stroke will deliver to the lime washer. The lime 
milk from the washer in turn flows into the first liming sec- 
tion of the still, where it gives up the ammonia absorbed 
in the washer and mixes with the lime direct from the pump. 

The sectional cooler (2) is made of cast iron, the upper 
portion of the cooler being supplied with the necessary 
amount of cooling water, this amount being considerably 
less than that used in the usual cooler, because the principal 
cooling medium consists of the crude ammonia liquor coming 
from the supply tank (1). 

This entire process for producing concentrated liquor is 
practically automatic, it being only necessary to carefully 
attend to the filling of the crude liquor supply tank (1) so 
as to ensure a proper feed to the still, and to see that lime 
is delivered at proper fixed intervals. 

Concentrating plants as erected and operated in America 
vary a great deal in detail, but the method of operation as 
given above will cover almost any system in use, as the 
principle of concentration is a fixed one. 

The heating of the ammoniacal liquor, and bringing it up 
to the boiling point, requires the greater amount of steam 
used, the remainder of the steam being required for heating 
the water in the lime milk, for splitting up and expelling the 
ammonia, for replacing the amount of heat lost by radia- 
tion, and for supplying that portion condensed to carry the 
ammonia in solution. 

Unger (John S. Unger, Chicago) gives the amount of 
steam required in his 30-inch still, having 186 square feet 
of radiating surface, radiating 200 B.T.U. per square foot 
per hour, with steam containing 960 B.T.U. per pound, as 
follows: 

Steam required per pound of ammonia to concentrate a 
liquor containing 1 per cent of ammonia. 
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Item 

B.T.U. 

Steam 

lbs. 

Per cent 

Oae pound of ammonia requires for dissociation . . . 

1,880 

1.97 

8.37 

To heat lOO pounds of liquor from 70° to 220° F. . . 

15,000 

15.63 

66.43 

To heat 4.2 pounds water with the lime i 

630 

0.66 

2.S0 

Heat radiated in three minutes 

1,860 

1.94 

8.25 

Pounds of water in concentrate ^ 


3.33 

14.15 

Total steam required per lb, of NEs ' 

or 1.96 lbs. of steam per gallon of liquor 


23.53 

100.00 


Steam required per pound of ammonia to concentrate a 
liquor containing 2 per cent of ammonia, 


Item 

B.T. U. 

Steam 

lbs. 

Per cent 

One pound of ammonia requires for dissociation . . 

1,880 

1.97 

13.35 

To heat 50 lbs. of liquor from 70® to 220° F 

7,500 

7.81 

53.02 

To heat 4.2 pounds water with lime 

630 

0.66 

4.48 

Heat radiated during one and one-half minutes . . . 

930 

0.97 

6.58 

Pounds of water in concentrate 


3.33 

22.57 

Total steam required per pound of NHa ...... 

or 2.52 pounds of steam per gallon of liquor. 


14.74 

100.00 


The above figures indicate that it requires eight and 
three-quarter pounds more steam, per pound of ammonia, 
to concentrate a 1 per cent liquor than is required with a 
2 per cent liquor. 

Lime Required: 

One and sixty-fire hundredths pounds of lime axe theo- 
retically required to replace one pound of ammonia, but as 
the usual commercial lime contains some impurities, this 
amount is usually increased to 2.5 pounds, which latter also 
allows for some excess. This lime is only required for the 
fixed ammonia, and if fire pounds of ammonia containing 
25 per cent of fixed salts should be recovered per ton of 
coal, we would require (5 X0.25) 2.5 = 3.125 pounds of lime 
per ton of coal. 
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Cooling Water: 

About nine gallons of cooling water at a temperature 
of 60° F. are required as a maximum, but in well constructed 
and operated plants not more than seven gallons of water 
per pound of ammonia should be used. 

EARNING CAPACITY OF A CONCENTRATING PLANT 

In the following example a plant carbonizing 300 short 
tons of coal per day will be used as a basis, or one producing 
12,000 gallons of 8 oz., or 2.0728 per cent liquor per day, 
which with 250 maximum working days will give 3,000,000 
gallons of liquor per year, recovering 5 pounds of ammonia 
per ton of coal. 

As we will assume that the plant is constructed as 
described above, where the crude liquor is preheated in 
the sectional cooler by means of the concentrate proper, 
only about 20 pounds of steam per pound of ammonia in a 
1 per cent liquor, and about 12 pounds of steam in a 2 per 
cent liquor, will be required. 


7. Labor: 

300 operating days, 3 men at $2.00 per day $1800.00 

20 days cleaning waste pits, 1 man at $1.50 30.00 

Total labor $1830.00 

77. Materials: 

4500 M pounds of steam at 20 cents $ 900.00 

117 tons of lime at $8.50 994.50 

2.75 million gallons of water at $10.00 27.50 

Total materials $1922.00 

777. Miscellaneous: 

Drayage on about 100 tons of sediment at 50jzi $ 50.00 

Illuminating the plant 60.00 

Estimated repairs 200.00 * 

Lubricating oil, waste, etc 150.00 

Total Miscellaneous $460.00 

The total cost per year will then be: 

I. Labor $1830.00 

II.„ Materials 1922.00 

III. Miscellaneous 460.00 

Total $4212.00 
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making the total cost of coricentrating one pound of ammo- 
nia, less interest and depreciation on plant, 1.123 cents, while 
the gross revenue at eight cents per pound will be 

375000 X $0.08 = $30,000.00, 
giving a net revenue, less interest and depreciation, of 
$30,000.00 ~ $4,212.00 = $25,788.00 per year. 

If the weak liquor, as produced in the works, can be sold as 
such, and if the ammonia in this liquor based on the above 
price of concentrate is worth six cents a pound, the yearly 
gross revenue for this ammonia would be $22,500, but from this 
would have to be deducted the added freight due to shipping a 
larger bulk, if the ammonia liquor is to be transported away 
from the works, as well as pumping charges. In order to make 
the sale of weak liquor a profitable undertaking as compared 
with concentrate, it would be necessary that an ammonia works 
which would take the entire output of liquor be established in 
very close proximity to the gas-works. 

Ag^ua Ammonia: 

This plant, a diagram of which is shown in Pig. 20, consists 
of an ammonia still (3), provided with a reflux cooler (7); 
automatic lime overflow (5); lime 'washers (8); coolers (9), 
the latter consisting of wooden vats containing lead-cooling 
coils; overhead supply tank (1); liquor heater (2); lime 
tank (4) ; automatic lime pump (5); charcoal filters (10); 
oil washer (11); caustic soda washer (12); absorbers (13); 
and lime trap (14). 

Chemically pure ammonia is a concentrated solution of 
caustic ammonia in water, and can be made directly from 
the gas liquor; it is a colorless, clear liquid and should not 
expel any empyreumatic odors, while a lead-paper test should 
show the entire absence of sulphides. 

Aqua ammonia is stored in carboys or drums, neither of 
which should be filled to capacity, and they must be kept 
in a cool place to avoid bursting due to excessive gas pres- 
sure. If drums are used for storage or transportation, care 
should be taken to caulk them tightly in order to avoid loss 
of ammonia by evaporation. 
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The manufacture of aqua ammonia in some localities is 
very remunerative, as the demand for this product is very 
large in the textile industry as well as in refrigeration, but 
the plant is also at times subject to large losses. 

The crude liquor from the supply tank (1) enters the 
heater (2) by gravity, the crude liquor being heated here 
through the medium of the waste liquors coming from the 
still; from the heater the liquor enters the top of the still 
(3), where it is treated with steam and lime as in the pre- 
vious case. The offgoing vapors are cooled in the reflux 
cooler (7) and then enter into the lime washers (8), pass- 
ing from one to the other, and from thence into the lime 
trap (14), the vapors being thus deprived of all lime 
water. 

After leaving the trap the vapors enter the coolers (9), 
going from thence into the first charcoal filter (10), where 
the moisture is expelled, and then into the oil washer (11), 
where tarry matters are removed. The vapors are now 
passed through the remaining charcoal filters in order to 
expel all empyreumatic substances, and from thence into 
the caustic soda washer (12), this latter washer being filled 
with a 10 per cent solution of caustic soda for the purpose 
of arresting any sulphides which may be contained in the 
vapors, and the purified vapors then finally enter the sat- 
urators or absorbers (13). 

This process of absorption produces heat, and the re- 
ceivers of the absorbers are therefore kept cool by being 
placed in wooden vats filled with water. 

THE EARNING CAPACITY OF AN AQUA AMMONIA PLANT 

Capacity of plant .at 300 tons of coal per day and 250 
maximum working days, giving 3,000,000 gallons of liquor 
per year. 


/. Labor: 

300 operating days, 3 men at 12.00 $1800.00 

20 days cleaning waste pits, 1 man at $1.50 30.00 

300 days liming, cleaning drums, loading, etc., 4 men at $1.50 1800.00 

Total labor 


$3630.00 
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II. Mdierials: 

17,500 M. pounds of steam at 20^ $3500.00 

450 tons of lime at S8,50 3825.00 

1500 bushels of charcoal at 15^ 225.00 

6 million gallons of water at $10.00 * ' * 60.00 

Total material $7610.00 

III. Miscellaneous: 

12 gallon carboys, 12,500 at $1.60 $20,000.00 

Drayage, 550 tons of sediment at 275.00 

Illuminating the plant 65.00 

Estimated repairs ; 750.00 

Oil, waste, etc. 200.00 

Total miscellaneous $21,290.00 

The total cost per year will then be: 

I. Labor $ 3,630.00 

II. Materials 7,610.00 

III. Miscellaneous 21,290.00 

Total $32,530.00 

The gross levenue to be derived will amount to: 

780 tons of Aqua of 26® B4., equivalent 

to about 27.2% NII 3 , at $102.00 $79,560.00 


and the net revenue will be $79,560.00 — $32,580.00 = 
$47,030.00 per year, less depreciation and interest. This 
revenue should be increased after the first year, because a 
number of the carboys will be returned to the plant, thus 
making their cost less than originally, only a nominal allow- 
ance being made to the purchaser for them. 

rNTDIRECT SULPHATE PROCESS 

This plant consists of an overhead supply tank ( 1 ); a 
liquor heater (2) ; ammonia still (3) ; lime agitating tank 
(4); automatic lime pump (5); automatic overflow ( 6 ); 
water trap or separator (7) ; saturators ( 8 ) ; acid catch box 
(9); and drainage table (10), all as shown in Fig. 21 . 

Here again, the principle of design remains the same, hut 
the various manufacturers have subjected the various parts of 
the plant to variations complying with individual experience. 

The liquor from the supply tank flows into the preheater, 
where it is heated by the escaping waste liquors before they 
enter the waste pits, the heated liquor then passing into the 
upper portion of the still, where the volatile ammonia is 



Fig. 21. — Indirect Sulphate Plant. 
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driven off, the fixed ammonia being treated with lime in the 
lower sections as described above. The water separator (7) 
serves to remove any condensed water from the ammonia 
gases, this condensate being returned to the still. The 
ammonia vapors now enter the saturator, this apparatus 
being lead-lined throughout, and are here brought in contact 
with sulphuric acid, whereby the ammonium salts are formed. 
These saturators are so constructed that they may be op- 
erated intermittently, the process being thereby interrupted 
while one saturator is being cleared of salt as the ammonia 
is diverted into the other, which has been prepared for the 
purpose in the meantime, or the process may be made con- 
tinuous by entirely closing the saturator, feeding it regularly 
with acid, and removing the salts onto the draining table 
by means of a steam or air ejector. 

The sulphuric acid employed is of 60° to 66° B6., and in 
large works it is usually transferred by means of compressed 
air and a lead-lined monteju. Passing the sulphate from the 
drainage table through centrifugals dries it so that the salt 
contains practically no moisture, and it can be bagged for 
immediate shipment. 

The indirect plant of C. and W, Walker, London, embraces 
a still column of square cross-section, ’ the upper section being 
for free ammonia, the intermediate section being the liming 
chamber, while the lower sections take care of the fixed ammonia. 
The crude liquor flows from an overhead supply tank through 
the tubes of a vertical tubular heater, Fig. 21a, and there absorbs 
heat from the waste gases coming from the saturator. The 
tubes in the heater are provided with expansion joints at either 
end. The lime is mixed with water in a mixing tank provided 
with mechanical agitators, these agitators being driven from 
the pump which injects the lime milk into the still. The lower 
section of the still, as well as the liming chamber, is provided 
with perforated steam coils, steam being supplied to these 
coils through a reducing valve which maintains the desired 
pressure. Steam is admitted into the stiU through the lower 
coil, while the one in the liming chamber is used primarily to 
agitate the lime and thus cause it to mix properly with the 
liquor. The ammonia vapors coming from the still pass through 
a baffle box, where condensed water is thrown out, and then 
through an inverted U leg into the saturator. This saturator is 
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cylindrical in form, made of cast iron, with cone bottom lined 
throughout with lead, and is supported on four columns above 
the drain board. The ammonia inlet and the waste gas outlet 
are both located on the flat top of the saturator. The center 
of the top is provided with a clean-out opening of a diameter 
large enough to permit a man to enter the saturator to make 
repairs, and a lead curtain pipe depends from this opening and 
dips into the acid in the saturator, thus permitting access to the 
latter at any time. The saturator discharges through a special 

A SUPPLViANVC 



discharge valve made of copper, the valve consisting of a casing 
in which is mounted a plunger capable of a forward and back- 
ward motion through the medium of a lever. The discharge 
sulphate and the mother liquor are received on the drain board, 
the liquor being drained off to a cistern, while the sulphate is 
carried to a centrifugal dryer. It is claimed that the waste 
liquor from such a still contains less than 0.006 per cent of NH 3 . 

In the Wilton apparatus, also of English design, we find the 
raw liquor being run into preheaters, and from there to the 
stills, where they enter at a temperature of about 187"^ F., and 
at which point all volatile ammonia is liberated. The pre- 
heaters are tubular, made of cast iron, and heated by the ex- 



AMMONIA 


107 


haust gases from the saturators, these gases being almost 

entirely condensed by the time they leave the last heater . 

The construction of the still permits of easy access for cleaning, 
and the saturator, like that of Walker, is completely inclosed. 
It is of interest to note the method adopted for the removal of 
the salt, which is accomplished by means of a steam ejector. 
The bottom of the saturator is perfectly flat, except for a 
small sump in the center, in which the ejector is located. The 
NH 3 vapors enter the saturator through two pipes, passing 

vertically through the top, and entering the center of two 

crescent shaped perforated pipes which surround the w'ell. The 
perforations are arranged in such manner that the vapor shoots 
downward towards the well, thus blowing all the salt into the 
well, and at the same time thoroughly mixing and saturating 
the acid bath. The mother liquor enters from a mother liquor 
pot and falls to the bottom of the saturator immediately be- 
hind the perforated pipes. The saturator is operated in the 
same manner as any other continuous saturator, the bath being 
maintained at about 32®~33® B 6 . by a constant stream of 
acid flowing in, and the ejector may be kept in constant opera- 
tion removing the salt, or the salt may be permitted to fill the 
well up to the spray pipes, when the ejector is set in operation 
intermittently. A bell and vent pipe are provided toward the 
discharge end of the ejector pipe to carry off the steam in order 
to prevent its escape into the house. After being ejected onto 
the drain-board the salt is dried in the usual manner. 

EARMNG CAPACITY OF AN INDIRECT SULPHATE PLANT 

Capacity of the plant at 300 tons of coal per day, and 250 
maximum working days, which at 5 pounds of ammonia per ton 
of coal will produce 727 tons of sulphate per year. 

I. Labor: 

300 working days, 3 men at $2.00 $1800.00 

20 days cleaning pits, 1 man at $1.50 30.00 

Total labor $1830.00 

II. Materials: 

4500 M. pounds of steam at 20^ $900.00 

113 tons of lime at $8.50 960.^ 

727 tons of sulpburic acid at $11.50 8,360.50 

Total material $10,221.00 

III. Miscellaneous: 

Drayage on 100 tons of sediment at 50 cents $50.00 

Illuminating the plant 

Estimated repairs 

Oil, waste, etc J-5Q-QQ 

Total miscellaneous $760.00 
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The total cost per year will then be: 


I. Labor S 1,830.00 

II. Material 10,221.00 

III. Miscellaneous 760.00 

Total $12,811.00 


making the cost of producing one ton of sulphate equal 
$17.62, and the net yearly income with a sulphate value of 
727 tons at $60.00, equal to $43,620.00, will be $43,620.00 — 
$12,811.00 = $30,809.00, less depreciation and interest. 

The unit charges given in the above three examples are 
of course dependent upon local conditions, and the quantity 
of materials used are the theoretical amounts; these condi- 
tions may change in each individual case, somewhat altering 
the net results. 

The successful operation of a sulphate plant is dependent 
upon close attention to the character of the crude liquor, to 
the sulphuric acid, and to the lime used. While the chemi- 
cal process is a very simple one, it is very sensitive to slight 
variations from the normal conditions, and derangements 
are therefore possible unless the required attention is given 
to the raw materials. 

Clean liquor is a most important requisite, and this is 
especially true if closed saturators are used, the latter re- 
quiring that the crude liquor be entirely free of light oils 
and tar, or nearly so, this foreign admixture causing heavy 
frothing inside the saturator with a consequent deposition 
of a hard crust on the lead walls, which deposition leads to 
stoppages necessitating a shut-down and a complete cleaning 
of the plant. 

In the purchase of sulphuric acid attention should be 
drawn to its content of iron and arsenic, as the acid should 
be as free of these foreign constituents as possible. The 
acid under no condition should be accepted if it contains 
more than 10 to 12 grains of iron per gallon, and the arsenic 
should not exceed 15 parts per million; besides this, the acid 
storage tanks should be subject to periodical cleaning. The 
lime used should also be as free from foreign matter as 
possible, and should analyze 95 per cent CaO. 

The results of investigations made by K. Leo, and reported 
to the German Coke Commission, on a series of tests made 
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on the sulphuric acid used in producing the corresponding 
ammonium sulphates, is given in Table XIII, 60° B6. acid 
having been used. 


TABLE XIII. — INFLUENCE OF FOREIGN MATTER ON COLOR 
OF AMMONIUM SULPHATE 


Content of 
foreign matter 

Color of salt 

Content of 
foreign matter 

Color of salt 

Tar oil + small quan- 


0.01% Cd 

White, with 

tity of tar, about 
1.2% 

Dark gray-brown. 


weak pale 
yellow tinge 

Wash oil, but no tar, 

White, with red- 

0.03% Cd 

Light, reddish 

1.2% 

Wash oil + 0.01 % . . 

Cu 

dish tinge 

White 

0.05% Cd 

0.075% Cd 

yellow 

Light, reddish 
yellow 

Reddish yellow 

0.01% Cu 

White 

0.03 % Cd + 0.01 % 

0.03 % Cu 

White, with light 

Cu 

0.03 % Cd + 0.03 % 

Light gray 


grayish tinge . . 

Cu 

Light gray 

0.05 % Cu 

White, with gray- 

0.03% Cd 4- 0.03% 

Light, reddish 

0.03% Cu+ 0.03% As 

ish tinge 

White, with pale 
grayish tinge . . 

Pb 

0 03% Pb 

yellow 

White 

0.01 % As 

White, with pale 

0.01 % Cu (CuS at 

White with 


light yellow 

point of oxidation) 

pale gray 

0.03 % As 

0.05 % As 

tinge 

Light yellow 

Light yellow 

0.03 % Cu (CuS at 
point of oxidation) 
0.03 % Cu (CuS part- 
ly oxidized) 

tinge 

Light gray 
White with 
grayish tinge 

Light gray 

0.03% As +0.01 %Cu 

Red 

0.03 % Cu from a 
strong acid bath . . 

0.03 % As + 0.03 % Cu 

Violet gray 

0.04 % Pb from a 


0.03 %As +0.03 % Pb 

Light yellow 

strong acid bath . . 

White 


As stated before, ammonia is one of the principal by- 
products as well as source of revenue to the coal-gas pro- 
ducer, but as a rule the usual course of procedure is to 
manufacture concentrated liquor, only a few of the larger 
works having taken up the manufacture of ammonium 
sulphate. The competition of Chili saltpeter with sulphate 
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cannot last much longer, as these beds are gradually becom- 
ing depleted and the future will demand that this natural 
product be displaced by ammonium compounds. 

As regards ammonia in liquid form, it may be prophesied 
that synthetic ammonia will in the near future be an active 
competitor, and if Germany, which produces about 40. per 
cent of the total ammonium sulphate made in England, Ger- 
many, and the United States, be taken as an example, we 
find that they work up about 22,000 tons of liquid ammonia 
per year, all of which can readily be replaced by synthetic 
ammonia at the present moment. 

The drop in ammonia prices in Germany has been a cause 
of uneasiness for some time, and as synthetic ammonia con- 
tinues to make inroads into the market this drop will prob- 
ably become more marked, and difficulty will be experienced 
in finding a favorable market for this product; this condition 
will in all probability lead to a greater production of sulphate, 
the market for which is gradually increasing, as is witnessed 
by the fact that we are still importing quite an appreciable 
quantity of this product from Europe. Franz Buchner, Engi- 
neer of the Economic Association of German Gas Companies, 
advises his associates that synthetic ammonia production will 
necessarily lead to an increased sulphate production in gas- 
works practice, and recommends that smaller companies shall 
pool their ammonia liquor at some central point where sul- 
phate can be prepared at less expense than if this were done 
by the individual. Table XIV shows the production and con- 
sumption of ammonium sulphate in the United States from 
1902 to 1913: the amounts being expressed in tons of 2000 
pounds, while Table XVI gives the world’s sulphate production 
in tons.^ 

These figures show an increased production of 158,876 
tons in the year 1913 over the year 1902, or an increase of 
440 per cent; the increase in imports was .largest in 1911, 
having been subject to a gradual increase, but this has 
declined since then; the consumption shows an increase of 
208,366 tons in the year 1913 over that of 1902, an increase 
of 384 per cent. It is well to note here that in the figures 


1 American Coal Products Company. 
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TABLE XIV.— PRODUCTION AND CONSUMPTION OF SULPHATE 
IN THE UNITED STATES 


Year 

Produ 

By product 
coke ovens 

ction 

Coal gas and • 
carbonization 

Imported 

Consumption 

1902 

18,483 

17,641 1 

18,146 

54,270 

1903 

24,098 j 

17,775 1 

16,777 

58,650 

1904 

32,653 

22,011 1 

16,667 

71,331 

1905 

41,864 

23,432 

15,288 

80,584 

1906 

o 

8 

9,182 

84,182 

1907 

62,700 

36,609 

32,669 

131,978 

1908 

50,073 

33,327 

34,274 

117,674 

1909 

75,000 

31,500 1 

40,192 

146,692 

1910 

86,000 

30,000 1 

63,178 

179,178 

1911 

95,000 

32,000 1 

103,743 

230,743 

1912 

130,000 

35,000 1 

81,188 

246,188 

1913 

153,000 

42,000 1 

67,636 

262,636 


^ Estimated. 


table; XV. — SULPHATE OF AMMONIA CONSUMPTION BY 

COUNTRIES 


Year 

United 
Kingdom. 
Gross tons 

Germany, 
i Metric tons 

United States. 
Net tons 

France, 
j Metric tons 

1900 

65,000 

137,700 

36,011 

49,000 

1901 

68,297 

168,000 

43,756 

43,300 

1902 

63,750 

175,000 

54,270 

53,300 . 

1903 

71,700 

172,500 

58,650 

53,900 

1904 

68,500 

200,000 

71,331 

53,800 

1905 

75,000 

213,000 

80,584 

56,380 

1906 

82,000 

229,500 

84,182 

67,000 

1907 

87,500 

240,000 

131,978 

81,000 

1908 

90,000 

260,000 

117,674 

84,000 

1909 

87,000 

274,000 

146,692 

78,500 

1910 

87,000 

350,000 

179,178 

73,086 

1911 

89,000 

370,000 

230,743 

84,026 

1912 

90,000 

. 425,000 

246,188 


1913 

97,000 

435,000 

262,636 
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covering importations, the sulphate equivalent of the am- 
monia imported as chloride is included for the years 1912 
and 1913. 


TABLE XVI. — WORLD^S PRODUCTION OF SULPHATE IN TONS 


Country 

1905 

190G 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

England 

273,550 

294,170 

318,400 

330,450 

354,747 

373,590 

391,160 

394,540 

426,745 

Germany .... 

190,000 

235,000 

287,000 

313,000 

330,000; 

373,000 

418,000 

492,000 

548,558 

United States. 

59,250 

68,000 

90,120 

79,500 

96,600 

105,143 

115,245 

149,700 

176,900 

France 

47,300 

49,100 

52,720 

52,600 

53,600 

56,000 

60,000 

68,500 

74,500 

Belgium - Hol- 
land 

24,200 

30,000 

1 55,000 

35,000 

40,000 

43,000 

43,000 

50,000 

51,000 

Spain 

10,000 

10,000 

2 12,000 


12,000 

9,000 

f 

( 

r 

Italy 

4,500 

5,000 

11,000 

80,000 

12,000 

12,000 

160,500 

175,000 

J 161,500 

Other countries 

40,500 

40,000 

65,000 

1 

73,000 

79,000 

1 .. 

1 .. 

1 .. 


^ Including Norway and Sweden. ^ Including Portugal. 


Table XV shows the sulphate of ammonia consumption 
by countries, the amounts given including the equivalent of 
sulphate in other forms of ammonia. 

The importance of these figures to the American sulphate 
producer can be seen when it is remembered that the total 
area of Great Britain, Germany, France, Austria-Hungary, 
Spain, Holland, and Belgium is about 992,180 square miles, 
with about 672,550 square miles under cultivation, and in 
the United States with its total of 3,026,800 square miles 
only 746,012 square miles are under cultivation, and the 
greater portion of the sulphate produced is used in fertilizer; 
a great deal of the land under cultivation in the States is 
still virgin soil, but this condition cannot continue, and 
nitrogen will have to be returned to the soil to make it 
productive. 

In this connection it may also be well to state that in 
1902 Japan imported 4000 tons of sulphate, while in 1907, 
or five years later, this amount was increased to 64,000 tons. 

Diagram II, prepared by the Barrett Company, shows the 
price paid for ammonium sulphate from 1894 to the month of 
May, 1916; from this it is seen that the average price of sulphate 
during the twenty years prior to 1916 given in the diagram was 
$58.60 per ton, for the last ten years of that period $61.28 per 
ton, and for the last five years $61 per ton. 
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During the last fifteen years the attention of investigators 
has been turned towards an endeavor to simplify the methods 
used to produce ammonium sulphate from the product due 
to coal distillation, and instead of treating the gas liquor 
itself, as in the old or indirect system just described, the 
endeavor has been to pass the gas directly into and through 
the saturator, which is a closed one in this case; this method 
of procedure has been termed the ^^direct process’^ and, as 
the name indicates, it is a reversal of the old method. Other 
investigators have proceeded along somewhat different lines, 
and while passing the gas through the closed saturator, they 
at the same time vaporize the ammonia produced by previous 
condensation and then pass these vapors into the saturator 
in conjunction with the gas, this latter development being 
known as the semi-direct^^ process. 

Other investigators, such as Burkheiser and Feld, make 
use of the sulphur contained in the gas, thus doing away 
with the saturator and its bath of acid, this being the only 
real direct” process, as it is entirely independent of the use 
of sulphuric acid. While the Burkheiser process has been 
tried in an experimental way at Tegel, Germany, it has so 
far, to my knowledge, not been successful, and the experi- 
ments at that plant have been abandoned. The principal 
direct processes in active operation are those of Brunck, 
Otto, and Feld, while those of the semi-direct procedure are 
known as Koppers, Mont Cenis, Collin, and Still. 

The first process on the ‘‘direct” principle was devised 
by Franz Brunck, of Dortmund, Germany, and his success- 
ful experiments began about fifteen years ago, making Brunck 
the father of all of the “direct” or ^^semi-direct” systems 
with the exception of the Feld. Brunck’s first plant was 
erected at the Kaiserstuhl works in Dortmund, being de- 
signed to treat 2,750,000 cubic feet of coke-oven gas per 
24 hours, the gas containing from 150 to 195 grains of am- 
monia per 100 cubic feet at a temperature of from 80° to 
95° F. Brunck passed this cooled gas through an acid washer, 
the washer being filled with earthenware cubes measuring 
about three inches to the side; these cubes were constantly 
sprayed with sulphuric acid, the resultant liquor flowing 
from the bottom of the washer being returned to the sprays 
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until it possessed a certain degree of concentration, after 
which the acid liquor was removed to the saturator where 
the salt was formed. This plant was also provided with a 
still' for vaporizing the ammonia thrown down by previous 
condensation, these ammonia vapors meeting the acid liquor 
in the saturator. 

This plant led to a further development by Brunck, and 
his revised method of operation is as follows: — The hot, 
raw gas is first passed through a temperature regulator, one 
or more being used according to circumstances, and then 
into a tar centrifugal; after the gas has thus been brought 
to a temperature of from 255° to 265° F., and after about 
80 per cent of its tar has been removed, it is passed into 
the saturators of the ammonia plant. Here the ammonia 
reacts with the sulphuric acid and a further 10 to 15 per 
cent of the tar is extracted, after which the gas passes through 
washer-scrubbers and then through volumetric condensers, 
where the gas is sprayed for the removal of naphthalene, and 
then on through tubular condensers and exhausters. While 
this process seemed successful at the time, another develop- 
ment was soon due, brought about by the introduction of 
the closed saturator, as the open saturator permitted both 
the gas and the liquor to cool too rapidly, this fact having 
compelled Brunck to maintain the temperature of the gas 
ahead of the saturator at about 255° F. 

The application of the closed saturator permitted a lower 
gas temperature, thereby bringing about a more efficient 
extraction of tar, a temperature of only 185° F. ahead of the 
saturator also simplifying the apparatus. 

As stated above, Brunck’s success soon led to develop- 
ments by other investigators producing some direct and 
some semi-direct processes, and one of the most successful 
of the latter type is the 
Koppers System: 

The Koppers process (Fig. 22) is termed a semi-direct 
one because the gases are freed of tar and some ammonia 
by cooling before they enter the acid bath, the condensed 
ammonia being afterwards vaporized. Koppers grounded' 
his theory on the hypothesis that the gas could not be freed 
of tar by mechanical means only, and that cooling was 
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necessary in order to accomplish this, and having a tar- 
free gas he was thus able to bring the dew point of the gas 
to a rather low temperature. 


AMMON.IA. VAPQPt 



G - SERARAmoRl T - PJSTlUiMCq COUUKlH. 

Fig. 22. — Koppers Sulphate Plant. 

In this process the gases coming from the hydraulic main 
enter a cooler, where a portion of the tar, as well as con- 
densed water, is removed; about one-half of the cooling 
system is used to effect the temperature transfer between 
the raw gas and the cooled, tar-free gas. After the gas has 
passed through the last tubular water condenser it passes 
into the temperature transfer apparatus, where it is pre- 
heated and then removed by means of an exhauster and sent 
into a Pelouze, where the last portion of the tar is removed 
and the gas made practically tar free. 

Koppers also includes a temperature regulator in his sys- 
tem, locating it between the Pelouze and the saturator, this 
apparatus also being a preheater, and its use is of great 
benefit to the entire process. The gas is now admitted into 
the saturator where it reacts with the acid in the usual 
manner. The condensate from the coolers (tar and ammonia) 
is run into a separator where, due to their respective specific 
weights, the tar and liquor separate, the liquor being con- 
ducted to a still where it is vaporized by means of steam 
and lime in the usual manner. The ammonia vapors com- 
ing from the still are not conducted directly into the sat- 
urator, but to the gas main ahead of the coolers, as Koppers 
considers this method of more value, and its adoption in 
practice seems to have borne out this opinion. 

The advantage of this process over the old or indirect one 
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are self-evident; they consist in simplicity of operation and 
ease of supervision, the saving of steam in the ammonia 
plant, owing to the fact that it is not necessary to distil off 
all of the ammonia contained in the gas, and the obviation 
of all mechanical washers for removing ammonia from the 
gas. 

The saving of steam, however, only holds good for evap- 
orative purposes, as steam or power of some kind is required 
at the exhausters in addition to what would be required with 
the indirect system; and this holds good for all of those 
systems which admit the gas directly into closed saturators, 
as they throw a back pressure of many more inches, due to 
the depth of the bath, than would ordinarily be the case, 
and to which reference will be made later.^ 

The Collin Process: 

The semi-direct process introduced by Collin of Dort- 
mund, Germany, is shown in Fig. 23; this system is very 
‘similar to that of Koppers, the specific difference between 
the two being that Collin does not use a temperature trans- 
fer apparatus nor a gas preheater between the tar extractor 
and exhauster. 



Fig. 23. — Sulphate Plant — “Collin’^ System. 


The gas coming from the hydraulic main is reduced in 
temperature in the cooler to a degree which will permit of 
efficient tar extraction in the Pelouze; the exhauster then 
transfers the tar-free gas to the saturator, where the am- 

^ See “The Cleaning of Blast-Furnace Gases/' McGraw-Hill Book 
Co., Inc. 
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monia is absorbed by the acid bath. The condensate thrown 
down in the cooler is distilled in the usual manner in vapor- 
izing stills, and the ammonia vapor thus produced is sent 
into the saturator in such manner that it cannot unite with 
the gas coming from the hydraulic main. Due to the pres- 
sure produced in the still, the waste gases formed there 
pass through the acid bath by means of their own pressure 
and are caught under the central bell of the saturator, from 
whence they pass on to the stack, or join the fuel gases 
going to the coke ovens in a coke plant. Collin claims that 
this procedure prevents adding sulphur vapors to the gas. 
Due to the separate admission of the vapors from the still 
to the saturator bath it is possible to carry out the process 
of sulphatation without heating the bath by external means. 

Collin states that it is of distinct advantage not to carry 
the troublesome waste gases away with the other gases, as 
Koppers does, but to carry them directly to a stack, which 
latter procedure is made possible by the construction of the 
Collin saturator. 

In another system devised by Collin, Fig. 23A, the gas 
from the hydraulic main is caused to pass through tubular 
water coolers where the greater portion of the tar and am- 
monia is precipitated, after which it passes through a P. 
and A. Condenser for the removal of th^ remainder of the 
tar. After being thus freed of tar and ammonia, correspond- 
ing to a temperature of 113° F., the gas being of 212° F. as 
it enters the first coolers, the gas passes into a second set 
of water coolers of similar construction to the first set, where 
it is cooled to about 73° F., and from thence through the 
exhausters to the saturators. 

In this system Collin uses two saturators, set at different 
levels in the building, the cleaned gas entering the upper 
saturator at about 73° F. and leaving it at 100° F.; the 
bath in this saturator is of about 25 per cent free acid, 
the liquor from this bath being used as a saturating medium 
in the lower saturator, the latter receiving the ammonia 
vapors from the still. 

Collin claims that this arrangement of saturators, or the 
separation of the* direct gas from the still vapors, eliminates 
the obnoxious vapors of H 2 S, (CN) 2 , etc., from the system. 
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In this system the 
gas passes the cool- 
ing water in a coun- 
ter current, coming 
in direct contact 
with it, thus being 
cooled itself while 
sim ultaneously 
heating the cooling 
water, the quantity 
of the latter being 
increased by the 
amount of water 
condensed from the 
gas, this water being 
used later to raise 
the temperature of 
the gas in the same 
direct manner, and 
Still claims that the 
water condensed 


from the gas is 
thus vaporized back 
into it. 


This system is 
shown in Fig. 24; 
the gas from the 
hydraulic main en- 
ters the condenser 
(A) at (a) with a 
temperature of 
176° F., where it 


comes in direct con- 
tact with a counter 


stream of water 
and is thus cooled. 
This condenser is 
of very large di- 
mensions, in some 




Fig. 23A, — Collin Sulphate Plant. 
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cases being 10 feet in diameter and 82 feet high, the 
lower portion {E) acting as a receiver and separator for 
the products of condensation. The upper or cooling portion 
of the tower is provided with a number of perforated plates 
(&), the condensing water trickling through the holes and over 
.the edge of the plates, this water being circulated by means 
of the pump {H) and pipe (c). The gas is thus cooled to 
85° to 95° F., while the water is heated to approximately 
the same temperature as that of the entering gas. Still 
claims that this method of cooling removes the entire con- 
tent of tar and naphthalene, as well as the greater portion of 
the water vapor from the gas. 

The warm water, tar, etc., collect in the receiver (jB), 
where they are separated due to their respective specific 
gravities. The tar is run off by pipe (e) directly to the tar 
storage, while the warm water passes through the syphon 
{d) to the reheater (5). The cooled gases now pass through 
pip® (/) ^ second cooler (C), of the tubular type, where 

they are further reduced in temperature to from 68° to 77° F. 
This second cooler is for the purpose of maintaining the 
final temperature of the gas at a constant point, and Still 
claims that this second cooler is the regulator governing the 
proper performance of the plant. 

The gas leaves the second cooler through pipe {g) and is 
forced by the exhauster {G) into the reheater (J5); here the 
gas is brought into direct contact with a most minute spray 
of warm water, thus heating the gas to about 158° F., while 
the water is cooled down to about 85° to 95° F., or approx- 
imately to the temperature of the entering gas. The water 
passes off into the storage tank (F), from whence it is again 
pumped into the cooling tower (A), thus continuously ex- 
tracting heat from the gas and in turn giving this heat back 
again^ a portion of the ammonia in the gas being thus ab- 
sorbed also (Still claims 120 to 180 grains per gallon of 
water), and as soon as this degree of concentration is reached 
no more ammonia is absorbed, and the entire content of 
ammonia remaining in the gas is carried through the re- 
mainder of the process. A certain portion of the absorbed 
ammonia is removed from time to time and evaporated by 
means of steam and lime in the usual manner, the ammonia 
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vapors thus produced being mixed with the gas leaving the 
reheater and passing on through pipe (K) into the saturator 
(D), where the ammonia is absorbed by the sulphuric acid. 

The temperature of the gas entering the saturator is 
sufficiently high to prevent the precipitation of water vapor, 
and thus permits of direct sulphatation without the addition 
of external heat. The salt is ejected from the saturator 
onto a draining table and then dried in the usual manner. 
The gas leaves the saturator at a temperature of about 
176° F. and then passes into the final coolers (K), 

The Coppee Process: 

In this process, shown diagrammatic ally in Fig. 25, the 



gas coming from the hydraulic main is cooled down in the 
usual condensers to about 90° F., after which it is passed 
through a Pelouze condenser for the extraction of the remain- 
der of the tar. The tar-free gas is then passed directly into 
the inclosed lead saturator (B) at (A), where the ammonia 
combines with the acid. The ammonia liquor condensed 
by the process of cooling is distilled in the still (C), the 
ammonia vapors from the still being passed into the gas 
main at (D) directly in front of the saturator, while the 
heat of the reaction in the saturator prevents any further 
condensation at that point. This process, like the others of 
its class, is continuous and only requires attention when 
fresh acid is needed and when sulphate is to be removed 
and dried. The sulphate is ejected from the saturator in 
the usual manner by either a steam or an air ejector at (JEJ), 
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thus delivering the salt to the draining table (F), from 
whence it passes into the centrifugal and thence to storage. 
This process claims that a reheating of the gas is not neces- 
sary after it has once been cooled to 90° F. 

The Mallet Process: 

The Mallet system is one of the latest and it dififers from 
all other acid bath systems in several particulars, but closely 



resembles Brunch's early acid washer process. In its opera- 
tion, the gas is cooled and then passed through a tar ex- 
tractor in the usual manner, after which the tar-free gas is 
conducted into an acid washer (see Fig. 26), this washer 
being built somewhat like a Glover tower, in that it consists of 
n lead shell the inside of which is supplied with earthenware 
pipes or tubes, down which the cool acid is caused to trickle, 
this acid being of 53° B6. strength. 
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The tower is built up of lead rings burned to each other, 
the bottom resting on a cast-iron base, also lined with lead, 
encased in the masonry foundation, the entire tower being 
supported by means of timber framing. The tubes (Fig. 27), 
are small pipes 4 inches high, 3 inches external and 2 inches 
internal diameter, forming concentric rings supported upon 
lead-covered iron bars, thus forming a floor located about 
20 inches above the bottom of the washer, the washer usually 
being about 9'9" in diameter and 19'6" high. 

At the top of these stacks of tubes are placed three rows 
of earthenware cupels (Figs. 28 and 29), which in turn support 



pots for the purpose of splitting up the gas; these pots are 
also of earthenware and are supplied with serrated edges, 
receiving the washing acid from the lead tubes {E) (Fig. 
26), these latter tubes having an internal diameter of about 
three-quarters of an inch, being burned to the lead cover of 
the tower. 

The flow of the acid is regulated in such manner that 
each tube (E) receives the same amount of acid, thus caus- 
ing the entire washing surface to be sprayed uniformly. 
The acid is distributed through the medium of the channels 
marked (E), from whence it is sprayed by means of plun- 
gers in the (E) tubes over the whole internal surface of the 
washers. This distribution of the acid causes it to flow over 
the pipes, thus coming into intimate contact with the gas, 
the latter entering the washer at (F) and leaving at (G). 

The acid mother liquor leaves the bottom of the washers 
and is collected in the lower tanks (A) and (A. 2 ), from whence 
it is pumped by pumps (1) and (2) into the elevated tanks 
(J5) and (E 2 ). When this acid mother liquor has received 
a sufficient degree of ammonia concentration, a certain 
portion is withdrawn and conducted to the intermediate 
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bath (C 2 ), from which it drains to the saturator, where it 
combines with the ammonia remaining in the gas and with 
the acid. 

The usual troubles with impure sulphuric acid in the 
saturator are said to be avoided in this system, because 
the acid is subjected to a complete purification by means 
of the hydrogen sulphide in the gas, during its passage through 
the tower washer, precipitating arsenic sulphide, which 
floats on top of the acid in the bath (A) and(A 2 ) and from 
whence it may be removed by means of a ladle. 

The absorption of ammonia is said to be practically com- 
plete up to 0.25 grain per 100 cubic feet of gas, and it is 
claimed that the back pressure thrown by the tower washer 
is only 1 to 1| inches of water. 


The Mont-Cenis Process: 

In the Mont-Cenis system, shown in Fig. 30, the gas is 
cooled in the usual manner in a cooler (A), the temperature 



of the gas entering the exhauster (B) being reduced to about 
95° F. The condensate from (A) is run off to a separating 
well, where the tar and ammonia are separated by specific 
gravity. From the exhauster the gas enters the Pelouze 
(C), where the remainder of the tar is removed, and then 
enters the saturator with a temperature of 95° F. 

The ammonia from the well is pumped into a still, where 
it is treated with steam and lime, the vapors passing through 
a counter-current cooler (E) where the water is thrown down, 
after which these vapors enter the saturator in conjunction 
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with the gas, the chemical reaction in the saturator increas- 
ing the temperature of the off-going gas to about 169° F. 

A peculiarity of this system is that a layer of well-distilled 
tar, about one to two inches thick, is poured on top of the 
acid bath in the saturator, this tar being for the purpose of 
preventing a too violent agitation of the acid bath during 
the formation of salt; it is claimed that this addition of tar 
does not affect the quality or cleanliness of the salt, providing 
the gas itself is free of tar. 

The Otto Process: 

In the Otto process all ammonia washing and ammonia 
liquor distillation is obviated, and the advantages of this 
process lie in the saving of steam and water, and in the 
simplicity of supervision. 

The greatest difficulty which had to be overcome in the 
development of this process lay in separating the tar fog from 
the hot gases, and many experiments in direct sulphatation 
failed on this account. The adoption by Otto of the tar 
washing spray, operating at temperatures which closely 
approach the dew point of the gas, finally brought about 
the desired results. 

All substances which can be separated from the gas are 
removed after the gas has passed the tar sprays, and only such 
hydro-carbons as are due to the prevaling temperatures are 
carried forward with the gas to the saturators and coolers. 
Due to intensive cooling and consequent decrease in volume, 
water vapors, light fatty oils, and naphthalene are condensed 
and, due to their difference in specific gravity, these sub- 
stances can be readily separated from each other. 

The tar oils separated at this point are of great value as 
wash oils for benzol recovery, and therefore have a value of 
three to four times that of the remaining tar. The acid in 
the saturator has no effect upon these condensates, and also 
does not affect the benzol-carbon formation in the gas. 
With a normal coal and proper cooling the tar oils dissolve 
the naphthalene thrown down, and it is claimed that stop- 
pages are thus avoided. 

This system is shown in Fig. 31, and the method of opera- 
tion is as follows: — The gases coming from the hydraulic 
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main, and which have been subjected to atmospheric cooling 
during their passage, have a temperature of from 212° to 
248° F., and they thus pass through an envelope surround- 


ing the saturator (Fig. 32), after 
which they pass into the tar- 
spraying device, the latter being 
constantly supplied with tar by 
means of a rotary pump. Due to 
the intimate contact between tar, 
or tar liquor, and the gas, a prac- 
tically tar-free gas is produced. 

From the tar-receiving tank a 
portion of the separated tar flows 
through an overflow to the tar- 
storage pit, and another portion 
passes on to the rotary pump, 
which latter again pumps the hot 
tar into the spraying device. The 
pipe connections on the discharge 
side of this pump are so arranged 
as to permit the temperature of 
the washing tar to be kept at any 
desired degree, thus maintaining 
the temperature at which the tar 
is separated at the dew point. 
Under normal conditions this dew 
point is at about 169° F., while 
the temperature of the tar, due to 
atmospheric changes, varies be- 
tween 122° and 176° F. 

The tar-spraying apparatus is 
provided with a number of sprays 
so arranged that they can be cut 
out at will, thus making the tar 
extractor readily adaptable to 
fluctuations in manufacture. 



After the tar has been removed the hot gas, with its entire 
content of water vapor and ammonia, is led into the closed 
saturator through a submerged bell, being sprayed with 
sulphuric acid in the downpipe leading to the saturator 
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(see Fig. 32). The lower edge of this bell is serrated, and 
the saturator is only partially filled with sulphuric acid. In 
the saturator, due to the heat of reaction as well as to the 
heat transmitted by the raw gas in passing through the 
envelope, the temperature of the incoming gas is increased, 
this increase being sufficient to prevent dilution of the bath 
by condensation. 



After proper saturation the salts fall to the bottom of the 
saturator, being removed from there onto the draining table 
by means of an ejector, going from thence to the centrifugal 
and finally to storage. 

The Strommenger Process: 

Strommenger claims that many of the direct acid bath 
systems have failed to measure up to expectations due to 
inability to entirely expel the tar from the gas, and that in 
order to produce a saleable sulphate it is absolutely necessary 
to remove all traces of tar before the gas is admitted into 
the acid bath; he also claims that the usual devices are only 
partially successful in the removal of tar, which fact has led 
him to devise a new form of extractor, stating that the use 
of this device entirely eliminates the tar and produces a 
perfectly clean salt. This extractor also makes use of hot 
tar as a washing medium, the hot tar entering the lower 
half of the extractor, where it is broken up into a number of 
fine tar streams in such manner as to bring the gas into 
intimate contact with the hot tar; the gas then ascends into 
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the upper half of the extractor, where this process of contact 
between gas and hot tar is repeated, the tar circulating in a 
direction counter to that of the gas, the latter also being 
broken up into fine streams in order to increase contact. 

The upper portion of the extractor is provided with a 
filter, the gas being compelled to pass through it, thus 
preventing the carrying forward of any entrained tar. 


Bs 


M 






Fig. 33. — Strommenger Sulphate Plant. 

It is claimed that at the Phoenix Colliery, Germany, the 
tar was completely removed from the gas by means of this 
extractor, but that with a temperature a little higher than 
that for which the extractor was designed, the gas retained 
about eleven grains of tar per 100 cubic feet, a degree 
of cleanliness which can be equaled by almost any well- 
designed machine. 

In the sulphate process proper (Fig. 33), the gas from the 
hydraulic main enters the temperature regulator (A), where 
its temperature is brought to the desired degree, after which 
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it enters the tar extractor (B). The wash tar required in 
the extractor is constantly replaced by the tar expelled from 
the gas, and all surplus tar is conducted to storage. The 
ammonia liquor used in the temperature regulator is trans- 
ferred to the cooler (i^), where it is cooled and such part as is 
sent to the saturator is replaced by fresh liquor. The water 
required in the cooler is later cooled on the open frame (G), 
or it may be used for other purposes. 

The gas, freed of tar, now enters the saturator (G), where 
ammonia is extracted by combination with the acid, the gas 
being then transferred by the exhauster (E) through the 
final cooler (D) for further treatment. 

The Feld Process: 

In all of the systems thus described we find the necessity 
of using sulphuric acid, and as the production of one ton of 
ammonium sulphate requires approximately one ton of sul- 
phuric acid, the cost of this acid becomes an important 
feature of manufacture, and it is therefore of general interest 
to be able to produce sulphate in a manner which makes 
the producer independent of the sulphuric acid manufacturer, 
or, instead of using acid, to make use of the hydrogen sul- 
phide contained in the gas and to combine it with the am- 
monia in the formation of ammonium sulphate. 

For many years various investigators attempted to com- 
bine ammonia direct with sulphurous acid, and as far back 
as 1852 a British patent was issued to Laming on this subject. 
Claus, in England, about 50 years ago tried to remove the 
hydrogen sulphide from the gas by washing the latter with 
ammonia, and then to regenerate the resultant solution of 
sulphur, ammonia, and ammonium carbonate by heating, 
using the remaining ammonia solution for wash purposes; 
the high carbonic acid content of the gas required, however, 
that a volume of ammonia equivalent to about six times 
that originally contained in the gas should be in constant 
circulation, thus producing an ammonia loss which prevented 
the successful introduction of this system. 

Laming, Claus, and the others who were working along 
similar lines overlooked the fact that the reaction by which 
ammonia and sulphur dioxide combine will not proceed until 
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the reaction is complete. Neutral ammonium sulphite, 
(NH4)2S03.H20, gives off ammonia, and the quantity of 
ammonia given off increases with the temperature, the 
residue being a wet acid salt, or (NH4)2HS03, which, in con- 
tact with air, will give off sulphur dioxide, and only a small 
portion will be changed into sulphate. 

This behavior of the sulphites is due to the high vapor 
tension of both ammonia and sulphur dioxide, and for this 
reason it becomes impossible to completely absorb the 
ammonia contained in the gases by means of an aqueous 
sulphurous acid solution, or to completely absorb sulphur 
dioxide contained in gases by means of an ammonia solu- 
tion. 

Even if these difficulties could be overcome in practice, 
the resulting salt would be of very unstable nature. To 
use ammonium sulphite directly as a fertilizer, as proposed 
in Lachomette’s British patent of 1887 , is impracticable for 
more than one reason, the principal one being its tendency 
to give off sulphur dioxide and ammonia to the atmosphere, 
and attempts to change ammonium sulphite into ammo- 
nium sulphate by contact with air have proven to be 
abortive. 

For many years Feld experimented with the reactions 
occurring between sulphur dioxide and hydrogen sulphide; 
he found these reactions rather complicated, although the 
equation usually and erroneously assumed for it, 

2 H 2 S 4-802 = 2H20 4-3S, 

is simple enough. 

In the course of these researches Feld established the fact 
that certain tar oils are excellent solvents for sulphur dioxide 
and sulphur; .pure sulphur dioxide introduced into heavy 
tar oils is eagerly absorbed, and causes a strong evolution 
of heat. If this absorption is carried out in a closed, agi- 
tated bottle, the reaction will be so energetic that the atmos- 
pheric pressure above the liquid is considerably reduced, 
while the temperature rises. 

Now, if a tar oil has been saturated with sulphur dioxide, 
and pure hydrogen sulphide is then passed into it, the latter 
will also be completely absorbed, while the temperature 
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increases and the pressure decreases. In this case the 
sulphur dioxide and the hydrogen sulphide react, forming 
sulphur and water, and the sulphur dissolves in the hot tar 
oil. 

If the tar oil is now treated alternately with sulphur 
dioxide and hydrogen sulphide, a portion of the dissolved 
sulphur will in time crystallize out of the saturated oil as a 
crystalline grain. 

While this process appears to be very simple, it involves 
great difficulties when applied to gases containing sulphur 
dioxide and hydrogen sulphide in very dilute form. 

Further experiments showed that hydrogen sulphide de- 
composes zinc thiosulphate in such manner that zinc sulphide 
and elementary sulphur are formed, or 

ZnS203 4 - 3H2S == ZnS + 3H2O + 4 S. 

If concentrated or dilute hydrogen sulphide is introduced 
into a solution of ZnS203, the hydrogen sulphide will be 
completely absorbed, and in experiments carried out on a 
working scale with illuminating gas, which had been prac- 
tically freed of ammonia, one washer was sufficient to absorb 
from 80 to 90 per cent of the hydrogen sulphide in the gas 
by means of a zinc thiosulphate solution. 

Feld^s idea was to regenerate the zinc thiosulphate from 
the zinc sulphide by means of sulphur dioxide according to 
the equation, 

2 ZnS + 3SO2 = 2ZnS203 + S, 

but after repeated attempts this had to be abandoned be- 
cause the process of regeneration could not be made complete. 
The zinc sulphide dissolves very slowly in the presence of 
sulphur dioxide, and the regenerated zinc solution loses most 
of its ability to absorb hydrogen sulphide; the regeneration 
process does not take place in the manner expected because 
when zinc sulphide and sulphur dioxide react, polythionate, 
or ZnS406 is mainly formed instead of the expected thio- 
sulphate ZnS203, and hydrogen sulphide acts strongly on 
zinc thiosulphate, but only slightly on zinc polythionate. 

In spite of these shortcomings this process indicated a 
direction which ultimately led to success, and it also indi- 
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Gated the possibility of simultaneously absorbing hydrogen 
sulphide and ammonia from the gas in accordance with the 
equation: 

ZnSsOa + 2NH3 + H2S = ZnS + (NH4)2S203, 

and further experiments confirmed this surmise. 

The difiiculties met with in attempting to regenerate the 
ZnS to ZnS203 were, however, too severe, and recourse was 
then had to an iron salt, FeS203, which was used in place of 
the zinc salt for absorption purposes. 

In this latter case the gases containing ammonia and 
hydrogen sulphide were washed with a solution of FeS203, 
or iron thiosulphate, whereby iron sulphides were precipi- 
tated according to 

FeS203 + 2NH3 + H2S = FeS + (NH4)2S203. 

This iron sulphide, FeS, was then dissolved in sulphurous 
acid, thus again forming FeS203 which was then returned to 
circulation for a further treatment of the gas, or 

2 FeS + 3SO2 = 2FeS203 + S. 

When this alternate treatment of the solution with gas 
and then with sulphur dioxide had been repeated a number 
of times, the content of ammonium salt increased to such 
an extent that the recovery of ammonium sulphate from the 
solution became profitable. 

The treatment of thiosulphate with sulphurous acid pro- 
duces polythionate, or 

FeS203 + (NH4)2S203 + 3 SO 2 = FeSsOe + (NH4)2S406, 
and this solution being heated gave ammonium sulphate, or 
FeSsOe + (NH 4 ) 2 S 406 + a = FeS 04 + (NH 4 ) 2 S 04 + 2SO2 + 3 S. 

The heating of the solution may be done simultaneously 
with the treatment with sulphurous acid, so that the last 
reaction takes place simultaneously with the preceding one. 

The formation of ferrous sulphate in this process is accom- 
panied by the formation of sulphur dioxide and free sulphur, 
the latter being burned in a sulphur burner to again form 
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sulphur dioxide for regenerative purposes while the sulphate 
solution is again treated with crude gas, or 

FeS04 + 2(NH4)2S04 + 2NH3 + H^S = FeS -i- 3(NH4)2S04, 

the solution thus increasing in sulphate content with each 
treatment, and when the solution had reached a certain 
degree of ammonia concentration the liquor was evaporated 
with the consequent formation of salts. 

The successful operation of this process both in Germany 
and in the United States led to further investigations, par- 
ticular attention being paid to sodium and ammonium salts. 
Feld thus found that ammonium thiosuphlate has the char- 
acteristic property of being very easily changed into poly- 
thionate by treating it with sulphur dioxide, or 

2(NH4)2S203 + 3SO2 = (NH4)2S406.+ (NH4)2S306, 

and this led to the adoption of the present process as shown 
diagrammatically in Fig. 34. 

This latter reaction is rapid and complete, so that sulphur 
dioxide may be completely washed out of dilute gases by 
treating these gases with ammonium thiosulphate. 

Ammonium polythionate has proven a very effective 
means for extracting hydrogen sulphide and ammonia, either 
in combination or separately, from coal gas. The inter- 
mediate reactions are many, and therefore the final ones 
only are given here. 

The polythionate secured with the reaction given above 
is now treated with gas containing hydrogen sulphide and 
ammonia, 

(NH4)2S406 + (NH4)2S = 2(NH4)2S203 + S, 
and treating with hydrogen sulphide, we have 

(NH4)2S406 + 3H2S = (NH4)2S203 + 53-}- 3H2O, 
and then treating with ammonia, we have 

(NH4)2S406 H- 2 NH 3 + H 2 O - (NH 4 ) 2 S 04 + (NH 4 ) 2 S 203 + S. 

In each of these three reactions thiosulphate is formed, 
and this compound is again changed into polythionate by 


134 


COAL GAS RESIDUALS 


treating the liquor with sulphur dioxide according to the 
first reaction, or 

2(NH4)2S203 + 3SO2 = (NH 4 ) 2 S 406 + (NH 4 ) 2 S 306 . 

By an alternate treatment of the solution with coal gas 
and theji with sulphurous acid, the content of ammonium 
salts gradually increases; finally by treatment with sulphur- 
ous acid polythionates are formed which are in turn broken 
down by the application of heat with the resultant formation 
of sulphate, or 

2 (NH 4 ) 2 S 203 + 3 SO 2 + S = 2(NH4)2S406, 

and 

3(NH4)2S406 + a = 3(NH4)2S04 + 3 SO 2 + S, 
and by adding these two equations we have 

(NH4)2S406 + 2(NH4)2S206 = 3(NH4)2S04 + 5S. 

That is, when the content of polythionate has reached a 
certain maximum, the sulphurous acid which has been set 
free during sulphate formation is sufficient to change the 
thiosulphate present into polythionate and finally into am- 
monium sulphate. The precipitated granular sulphur can 
now be separated from the sulphate solution and the latter 
can be evaporated for the production of the ammonium 
sulphate salts. 

This polythionate process presents a simple and reliable 
solution of the old problem of completely combining am- 
monia and sulphur in illuminating or coke-oven gas for the 
production of ammonium sulphate. As is seen from the 
reactions given above, no other oxydizing agent except 
atmospheric oxygen is necessary, and the latter is only used 
in the sulphur stove where the sulphur is burned to form 
sulphur dioxide, this sulphur stove thus displacing the sul- 
phuric acid factory which has hitherto been a necessity. 

The method of operation can best be understood by 
following the diagram (Fig. 34). The plant is started by 
filling the two regenerator tanks (B) and C) as well as the 
wash liquor tank (D) with weak ammonia liquor from the 
works, or with fresh water, this liquor or water being then 
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pumped into the supply tank ( U) from whence it flows into 
the top of the washer (^4). Ammonia extraction immedi- 
ately follows, and the liquor flows from the bottom of the 
washer as thiosulphate, entering regenerator (B), where it 
is treated with sulphur dioxide coming from the sulphur 
stove (F), the sulphur dioxide being forced through the 
liquor due to pressure produced by the compressor ((?). 
The overflow from regenerator (B) enters regenerator (C), 
where a further treatment with sulphur dioxide is effected, 
and then enters the wash liquor tank (D), from w'hence it is 
again pumped to the washer. 

Alternately treating the liquor with sulphur dioxide and 
with crude gas forms polythionate in the first instance and 
thiosulphate in the second, the polythionate being the active 
washing medium; an equivalent amount of hydrogen sul- 
phide is removed from the gas in conjunction with the 
ammonia in the washer. 

When the liquor has obtained a strength equivalent to 
35 or 40 per cent of ammonium sulphate, a portion of this 
concentrated solution is pumped into the oxidation or finish- 
ing tank (if), it being replaced in the circulating system 
with weak liquor from prior condensation. In the finishing 
tank (H) the polythionate liquor is treated with heat through 
the medium of a steam coil, and some sulphur dioxide if this 
should be necessary; by this treatment the thiosulphates 
are transformed into polythio nates, which are in turn decom- 
posed into sulphate and free sulphur. 

The liquor, when decomposed, is drawn off from the 
finishing tank onto the sulphur drain board (/), and the 
free sulphur, which is in the form of hard grains, is placed 
in the centrifugal (K) where its moisture is expelled; this 
sulphur is returned to the sulphur stove (F) for the further 
production of sulphur dioxide. 

The liquor from the drain hoard (J), as well as that from 
the centrifugal {K)j flows to the precipitating tank (Q), 
•where it is treated with some concentrated ammonia, or 
(NH 4 ) 2 S from the condenser (T); this liquor is then trans-’ 
f erred to the storage tank (L) and is pumped from there to 
the vacuum boiler {M ) . The concentrated ammonia, or 
(NH 4 ) 2 S, from the still and condenser is sent into the precipi- 
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tating tank in order that any iron held in suspension may 
thrown down, thus ensuring a clean, white salt; the amouni 
ammonia used for this purpose is very small, as will be sho 
later, and it is all recovered in the sulphate. The liquoi 
evaporated under a vacuum in the boiler (an open evapora 
may be used if desired), and the salts are drawn out onto i 
drain board (N), and from thence to the centrifugal (0) a 
rotary dryer (P), the salts thus produced being ready 
bagging and shipping. All mother liquor from the dra 
board and centrifugal returns to tank (L) and is from thei 
pumped back into the boiler. 

The still (R) is used for the purpose of evaporating a 
ammonia liquor thrown down by previous condensation, th( 
vapors being returned to the gas at the inlet to the wash 
a small portion of the vapor being sent into the conden, 
(T) to produce the (NH 4 ) 2 S used in the precipitating tai 
The use of a still is dependent upon the method of operatic 
if Feld’s system of hot-tar extraction is installed, a still v 
not be necessary, as there will be no precipitation of ammoi 
under these conditions; a still is also not necessary if i 
production of ammonia liquor does not exceed the amount 
liquor required in circulation. 

This process requires but very little expert control, i 
usual mechanics attending the machinery being capable 
making the necessary liquor tests after some little instructic 

COMBINED BUEB CYANOGEN AND FELD SULPHATE PLANT 

As stated before, ammonium sulphate is formed in the Bu 
process, and therefore these two systems in combination foi 
a very remunerative proposition. The combined plant 
shown in diagram in Fig. 35; the operation of both system 
is the same as described for the separate processes, but t 
final liquor from both systems is run into a common sulpha 
liquor storage tank from whence it is pumped to the vacuu 
boiler. 

Example. Three Million Cubic Foot Coal-Gas Plant: 
Ammonia assumed at five pounds per ton of coal carbonize 
or five pounds per 10,000 cubic feet of gas, equivalent to 0.' 
pound per 100 cubic feet of gas. 
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Assume 25 per cent of the total ammoaia remaved in con- 
densation (this amount is probably large), and as 0.05 pound 
is equivalent to 350 grains of ammonia per 100 cubic feet, we 
will have: 

In condensation 350 x 0.25 = say 88 grains per 100 

cu. ft. 

In Plant 350 x 0.75 = say 262 grains NHs per 100 eu. ft. 

The total ammonia sent to the Cyanogen and Ammonia 
plant will then be: 


262 X 30,000 = 7,060,000 grains, or 
7,860,000 

— — = 1123 pounds of NHs per day. 


The total ammonia in the condensate will be 


88 X 30,000 = 2,640,000 grains per day, or 


2,640,000 

7000 


= 377 pounds per day. • 


If the coal produces 0.07 pound of water per pound of coal, 
or 2000 X 0.07 = 140 pounds of water per ton of coal, equiva- 
lent to 140 X 300 = 42,000 pounds of water per day, equal to 
5042 gallons, and all of this water is precipitated with a con- 
tent of 377 pounds of ammonia (an extreme case) this water 
would contain 377 X 16 = 6032 ounces of ammonia, and the 

6032 

ammonia per gallon of water would be =1.19 ounces, 
and the ounce strength of this liquor, with 

2 (NHs) = 34:, andH 2 SO 4 = 98 

would be 

98 

1.19 3.42, 

or there will be 5042 gallons of 3.42 ounce liquor in condensate 
to be treated each day. All of this water does not pass off 
with the ammonia, some of it remaining with the tar, but for 
the purposes of this example, and to explain an extreme case, 
this fact has not been considered. 

We will also assume that the gas carries 600 grains of hy- 
drogen sulphide and 120 grains of cyanogen per 100 cubic feet. 
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The amount of cyanogen present in the gas will then be 

: = 514 pounds per day. 

The amount of iron sulphate (FeS04) required per day for 
the absorption of this amount of cyanogen will be given by 
the reaction 

2FeS04.7H20 + 2H2S + 4NH3 = 2FeS + 2(NH4)2S04, or 

556: 156:: x: 514, and 
X = 1832 pounds of FeS04, 

or 76.33 pounds per hour, and with a 30 per cent solution, 
having a specific gravity of 1.174 and weighing 9.78 pounds 
per gallon, 3.565 pounds being required per pound of cyano- 
3 565 

gen, = 1.22 gallons of solution will be required for each 

Jt.uo 

pound of cyanogen in the gas. 

The amount of ammonia removed from the gas to precipi- 
tate the FeS04 as FeS will also be given by the above reac- 
tion, or 

556: 68:: 1832: x, and 
X = 224 pounds per day. 

The (NH4)2 Fe2(CN)6 contains 11.84 per cent of ammonia, 
and as 514 pounds of cyanogen per day is equivalent to 

514 X 1.95 = 1002 pounds of (NH4)2 Fe2 (CN)6, 

we will find 1002 X 0.1184 = 119 pounds of ammonia present 
in the ^‘blue,’’ therefore a total of 224 + 119 = 343 pounds of 
ammonia are removed from the gas each day in the cyanogen 
plant, of which 224 pounds are available for sulphate manu- 
facture, being equivalent to 224 X 3.88 = 869 pounds of am- 
monium sulphate per day. 

In addition to this amount of ammonium sulphate, some 
sulphate is also produced in the neutralizing tank by the 
union of (NH4)2S with the FeS04 and the acid of this liquor, 
but the amount is indeterminate. 

The amount of H2S removed from the gas is equivalent to 
about 80 per cent of the NH3 in practice, or 224 x 0.80 == 179.2 
pounds, plus that due to the increased alkalinity of the sludge, 
which latter is variable and due to operating conditions. 
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The total H 2 S in. the gas is 30,000 X 600 = 18,000,000 grains, 
and 179.2 x 7000 = 1,254,400 grains are removed as shown 
above, leaving 16,745,600 grains still to be expelled. 

The amount of sulphuric acid used per day in the c^'anogen 
neutralizing tank is a variable quantity, it depending entirely 
upon the alkalinity of the liquor, but on an average it 
amounts to about 0.9 pound per ton of coal carbonized, or in 
this case to 300 X 0.9 = 270 pounds per day. 

The amount of ammonia remaining in the gas going to the 
Feld plant is 1123 - 343 = 790 pounds per day, equivalent to 
790 X 3.88 == 3065 pounds of sulphate, and the amount of 
hydrogen sulphide removed here will be 790 x 0.80 = 632 
pounds per day, equivalent to or containing 632 x 0.94 = 594 
pounds of sulphur. 

The amount of condensate ahead of the plant contains 377 
pounds of ammonia per day, equivalent to 377 x 3.88 = 1463 
pounds of sulphate. 

The additional hydrogen sulphide removed by this quantity 
of ammonia is 377 x 0.80 = 302 pounds, containing 302 x 
0.94 = 284 pounds of sulphur, making the total sulphur re- 
covered from the gas 594 + 284 = 878 pounds per day. 

The amount of sulphur required per day to enter into 
combination is based upon the sulphur in the sulphate, or 
0.2424 pound per pound of sulphate, and as the total sulphate 
produced in the Feld plant will be 3065 -f 1463 = 4528 pounds 
per day, 4528 X 0.2424 = 1098 pounds of sulphur will be re- 
quired, necessitating the purchase of 1098 ~ 878 = 220 pounds 
of sulphur per day. 

This combined plant saves quite an amount of iron in the 
oxide contained in the purifiers, as seen below: 


Total HsS in gas = 


18,000,000 

7000 


= 2572 pounds per day, w’^hile 


the total HsS removed is 179.2 4-632-1-302= 1113.2 pounds 
per day, and the cyanogen removed amounts to 514 pounds. 

Fe required in the purifiers for the total elimination of (CN )2 
and H 2 S contained in the gas is 

For KS = 2572 x 1.56 - 4012 pounds 
For (C]Sr )2 = 514 x 1.19 = _612 

Total Fe = 4624 pounds per day. 
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Fe saved by the removal of H 2 S and (CN )2 in the combined 
plant is 

For H 2 S = 1113.2 X 1.56 = 1737 pounds 
For (CN )2 = 514 x 1.19 = “ 

Total Fe Saved 2349 pounds per day and 

2349 

the purifier saving will amount to = = -50.8 per cent. 

It is safe to predict that the future development of the Feld 
process will soon present the means of entirely removing the 
hydrogen sulphide from the gas, thus obviating the use of 
purifiers with a consequent saving in labor as well as in 
ground space occupied. 

Summarizing the above, the net income to be expected from 
this combined plant will be given by: 


Gross Income 

Cyanogen per day 514 lbs. at 13.25jz5 = $ 68.10 

Sulphate 5397 S.OOj^ = 161.91 

NH 3 in(C]Sr )2 Cakeperday 119 7.00f5 8.33 

Total Gross Earnings $238.34 


Operating Expenses 


FeS04 

per day 1832 

lbs. at 1 9.50 per 

ton = $ 8.70 

H 2 SO 4 

“ “ 270 

“ “ 11.50 “ 

“ = 1.55 

Sulphur 

“ " 220 

“ “ 22.00 “ 

“ = 2.53 

Steam 

“ “ 33.2 

M. lbs. at 20 ^ “ 

M. = 6.64 

Power 

“ “ 1075 

K.W.H. at 

U 

= 10.75 

Lime 

“ “ 470 

lbs. at $8.50 “ 

ton = 2.00 

Oil, Waste, Miscellaneous, Repairs 


4.00 

Labor 




10.00 

Total Operating Expense 


= $46.27 


Gross Income per day 

$238.34 


Operating Expense per day 

46.17 


Net Income per day 

$192.17 


or with 250 maximum working days, $192.17 x 
$48,042.50 per year. 

While these figures can be used as a guide, the units 
be corrected to suit locations and cost of supplies. 


250 = 
should 
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As stated before, the content of cyanogen and ammonia in 
coal gas is dependent upon the kind of coal used, the type of 
carbonizing chamber, and the conditions under which car- 
bonization is effected, especially with reference to heats, 
length of carbonization period, size of charge, and the amount 
of seal carried in the h^^draulic main, and it should be the 
object of every operator to remove the gas from the retort 
as quickly as possible in order to produce a large jdeld of 
ammonia; the usual temperatures of carbonization so closely 
approach the dissociation temperature of ammonia, that pro- 
tracted contact with the incandescent coke in the retort is 
liable to break down some of the ammonia already formed 
and thus reduce the maximum yield. 

The following tests were made to determine the cyanogen 
and ammonia content at various temperatures in a plant 
where cyanogen is extracted by the Bueb process and where 
the Feld sulphate recovery system is used, this plant being 
equipped with both horizontal and inclined retorts, operating 
with a little more than one inch seal on the hydraulic main. 

An average of ten tests on the gas leaving the hydraulic 
main showed that at 143® F. there were 352.4 grains of am- 
monia per 100 cubic feet of gas from the inclined retorts, and 
the gas from the horizontal retorts contained 358 grains per 
100 cubic feet at 135® F. 

Simultaneous tests made at the outlet of the first cooler, 
for the purpose of determining the amount of ammonia re- 
moved by cooling for each degree Fahrenheit showed that at 
104° F. the same gas contained 284 grains per 100 cubic feet, 
or it had sustained a loss of 1.85 grains per 100 cubic feet for 
each degree in the reduction of temperature, and the am- 
monia removed with the tar at these points ranged from 1 to 
3 per cent of the total content of the gas. 

The factor of 1.85 was used on gas between 100® F. and 
150° F., and by correction the gas at 150° F, contained 365 
grains of ammonia per 100 cubic feet from the inclined re- 
torts, and 385 grains from the horizontal retorts. 

The cyanogen content of the gas at 146° F. was 129 grains 
per 100 cubic feet, and there was practically no reduction in 
this content due to a reduction in temperature. 

In examining into the operating conditions of the combined 
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Bueb and Feld plant just described, 365 grains of ammonia 
and 130 grains of cyanogen will therefore be assumed in place 
of the amounts previously mentioned. There is absolutely no 
difficulty in removing 100 per cent of ammonia, but the hydro- 
gen sulphide extraction will depend upon the excess of poly- 
thionates over thiosulphates in the wash liquor, or on the 
excess of polythionates over what is required to entirely re- 
move the ammonia. 

Under these conditions we will have 

I. NH3 in gas at inlet to tar washer: 

= 1564.3 pounds at 150 F. 

II. NH3 in gas at inlet to naphthalene washer, assuming 
that a naphthalene washer is interposed between the tar 
and cyanogen washer, and assuming that 5 per cent of am- 
monia would be removed with the tar, there would be at this 
point : 

1564.3 - (1564.3 X 0.05) = 1486 pounds at 147° F. 

III. NH3 in gas at inlet to cyanogen washer: Allowing a 
drop in temperature of 5 degrees in the pipe connections be- 
tween No. I and No. Ill, the ammonia in the gas at this 
point would be 1446 pounds at 145° F. 

At 145° F., and with an average cyanogen content of 130 
grains per 100 cubic feet, the amount of cyanogen in the gas 
would be 

130 X 30,000 - 

557 pounds per day, 

and as one pound of cyanogen will remove 0.665 pound of 
ammonia, 557 X 0.665 = 370 pounds of ammonia per day, or 
370 

— == 25.5 per cent of the total ammonia will be removed 
1.446 

in the cyanogen washer. 

About one-third, or 123 pounds of this ammonia exists as 
combined ammonia in the blue,’^ the remaining 247 pounds 
being available as ammonium sulphate, providing the cyano- 
gen cake is thoroughly washed in the cake wash tanks, thus 
removing all sulphate liquor from the combination. A sum- 
mary of the above contents is given in Table XVII. 
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TABLE XVII.-— AMMONL\ CONTENT 



Temp, of 

! Ammonia 

Location 

gas in 
' degrees 
F. 

Gr. per 
100 1 

1 Lbs. per 
day 

I Inlet to tar washer 

150 

365 

1564.3 

II Inlet to naphthalene washer 

147 

347 i 

1486.0 

Ill Inlet to cyanogen washer 

145 

337 

1446.0 

IV, Inlet to polythionate w'asher 

145 

251 

1076.0 



I As shown by the reactions, one pound of cyanogen 
require 3.565 pounds of copperas for its complete remoYal, or 
there will be required 

557 X 3-565 = 1986 pounds of FeS04.7H20, 


and in terms of a 30 per cent solution, with a specific gravity 
of 1.174, there will be required 


1986 

2.93 X 24 


= 28 gallons per hour. 


Calculating to a 25 per cent cyanogen press cake, there will 

22 ^ 

be 557 X 4 = 2228 pounds of press cake per day, or =7.43 

oLK) 

pounds of cake per ton of coal. 

Figuring the liquor as 70 per cent of the total used, there 
would be 677 x 0.70 = 474 gallons of press liquor per day, this 
958 

liquor containing = 2 pounds of sulphate per gallon, and 

the amount of ammonia at the outlet of the cyanogen washer 
would be 1446 - 370 = 1076 pounds per day, or 251 grains 
per 100 cubic feet. 

In actual practice the amount of ammonia removed in the 
cyanogen washer is higher than the theoretical 25.5 per cent 
as calculated, for owing to variations in the volume of gas 
produced at various times, and also the possibility of a change 
in the cyanogen content of the gas, it is next to impossible to 
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regulate the supply of wash liquor to take care c 
changes. 

For instance, if the liquor supply per hour to the c: 
washer is regulated to treat 125,000 cubic feet of ga.s 
cyanogen content of 130 grains per 100 cubic feet, a. 
115,000 cubic feet of gas is actually treated, there w 
excess ammonia removed from the gas, as each pound 
peras in excess of what is required to combine with the 
gen will remove 0.44 pound of ammonia, but this amr 
available as sulphate in the resultant liquor. 

The amount of sulphate recovered from the cyanogei 
will depend entirely upon the amount of washing tc 
the press cake is subjected, and while the ammonia, 
of the cake is paid for as such, it is worth more as s 
than as ammonia. 

The amount of sulphuric acid required in the neu 
will depend upon the free ammonia and the iron s 
present in the cyanogen sludge in excess of what is r 
to combine with the cyanogen. 

However, these questions of excess ammonia remo'X 
increased sulphuric acid consumption depend entire!: 
liquor regulation, and by working to a fixed percen* 
cyanogen removal, say 95 per cent, instead of comp! 
traction, there should be no difficulty in solving 
problems. 

In the polythionate process, based on sulphate r 
and in terms of a 35 per cent liquor, there will, wit 
pounds of ammonia, or 251 grains per 100 cubic feet, 1 
duced each day 

1076 X 3.88 = 4175 pounds of sulphate, or in terms o 
per cent liquor with a specific gravity of 1.20, 
4175 

- = 1193 gallons per day, 

0.0 

to which must be added the 474 gallons of press liquc 
taining two pounds of sulphate per gallon. 

The amount of liquor in circulation depends upc 
nature of the compounds present in the liquor, and til 
turn upon the degree of regeneration of thiosulphat 
polythionate, because ammonium thiosulphate, (NH^ 
will remove ammonia but no hydrogen sulphide, a.r. 
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purification efficiency of thiosulphate and polythionate can 

be obtained from the following equations: 

I. (NH4)oS203 4- 2 NH 3 4- 2H.0 = (NH4)2S04 -f + 

H 2 O, or one pound of (NH 4 ) 2 S 203 will remove 0.23 pound of 
ammonia, 

IL CNUdS^O, -h 2 NE 3 4- H 2 S = 2(]SrH4)2S203 4- S (A) 

(NH 4 ) 2 S 203 + 2 NE 3 + 2 H 2 O = (NH4)2S 4- (NH 4 ) 2 S 04 + 
H 2 O (B) 

Due to this double decomposition, one pound of (NH4)2S406 
will remove 0.39 pound of ammonia. 

At a European Plant, one where the Feld system was first 
installed, the liquor with a specific gravity of 1.25 contained: 
(NB 4 ) 2 S 203 . - .7.5 molecules, or 5.55 per cent, or 0.57 pound 
of ammonium thiosulphate per gallon, 

(NH4)2S406. . .4.0 molecules, or 2.60 per cent, or 0.27 pound of 
ammonium tetrathionate per gallon, or the thiosulphate was 
to the polythionate as 7.5:4, and one gallon of this liquor 
would remove 0.57 x 0,23 = 0.131 pound of NHs, and 
0.27 X 0.39 = 0.105 or 

a total of 0.1314“ 0.105 = 0.236 pound of ammonia, and one 
pound of ammonia under these conditions would require 

= 4.24 gallons of liquor; therefore, for the amount of 

ammonia present in the above described plant, 

1076 X 4.24 = 4562 gallons, or 

190 gallons per hour, 

3.17 gallons per minute, 

equivalent to 1.52 gallons of liquor of this composition in cir- 
culation per 1000 cubic feet of gas. 

E the above liquor, which contains 31.08 per cent 
(NH 4 ) 2 S 04 , or 8.02 per cent NBs, and 20 per cent of which is 
composed of thiosulphate and tetrathionate compounds, had 
this 20 per cent existing as all tetrathionate, then one gallon 
of 1.25 specific gravity liquor would contain 12.3 per cent 
(NH 4 ) 2 S 406 , equivalent to 1.28 pounds of tetrathionate, and it 
would remove 0.5 pound of ammonia, thus only two gallons 
of liquor of this composition would be required in circulation 
per pound of ammonia. 
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The ratio of polythionate to thiosulphate is dependent upor 
regeneration, or upon an emulsion with sulphur dioxide pro 
duced by the burning of sulphur, and a better ratio than 7.^ 
to 4 will ensure better extraction, and if the tankage h 
arranged for the 7.5 to 4 ratio and the liquor is treated witi 
more SO2 than this ratio requires, the regenerating reaction! 
will progress much slower, owing to the increased capacity 
of the vessels, and they will therefore be more complete. 

The amount of sulphur to be burned is obtained from th< 
following regeneration reactions: 

III. 2(NH4)2S + 3SO2 = 2(NH4)2S203 + S. 

IV. 2(NH4)2S203 + 3SO2 + S = 2(NH4)2S406, 

and calculating from this we find that one pound of thiosul- 
phate requires 0.32 pound of sulphur; then 4562 gallons o; 
liquor containing 0.57 pound of thiosulphate per gallon, anc 
0.27 pound of polythionate per gallon, will require the com- 
bustion of 

(4562 X 0.57) 0.32 = 832 pounds of sulphur, 

(4562 X 0.27) 0.73 = 

or a total of 1731 pounds of sulphur per da3 

1731 

for the regeneration of this amount of liquor, or 777— =1.6] 

1076 

pounds of sulphur per pound of ammonia in the gas. 

If the liquor had been so regenerated that the entire 2( 
per cent of thiosulphate and polythionate compounds had beei 
converted into polythionate requiring two gallons of liquo: 
per pound of ammonia, or 1076 x 2 = 2152 gallons per da^ 
containing 2152 x 1.28 = 2755 pounds of (NH4)2S406, anc 
when reduced as per the above reactions, there would b< 
required to regenerate 2755 x 0.73 = 2011 pounds of sulphur 
therefore to obtain the same extraction results, as regard; 
ammonia, with this liquor it would be necessary to bun 
280 pounds, or slightly over 16 per cent more sulphur thai 
would be required to regenerate the 7.5 to 4 liquor. 

From the efficiency ratio of polythionate to thiosulphate 
which is 

S4O6 • S2O3 

For ammonia 1.7 : 1.0 

For hydrogen sulphide 1.0 : 0.0, 


AMMONIA 


147 


it is readily seen, that a higher hydrogen sulphide extraction 
will be obtained when the liquor contains a higher percentage 
of (]NrH4)2S406 than is given in the 7.5 to 4 ratio, and this can 
readily be secured by burning the proper quantity of sulphur. 

As stated before, the only oxidizing agent used during the 
process is air, and this is used to maintain combustion in the 
sulphur burner. One pound of sulphur requires one pound of 
oxygen, or 4.515 pounds of air, or 4.315 x 13.06= 56.3 cubic 
feet of air per pound of sulphur; this would require in the 
first case 1731 X 56.3 = 97,455 cubic feet of air per day, or 
68 cubic feet per minute, and in the second case 2011 X 56.3 = 
113,219 cubic feet per day, or 80 cubic feet per minute, and 
for the production of a 10 per cent SO 2 double this quantity, 
or 136 and 160 cubic feet respectively will be required per 
minute, and an excess of air is an undoubted advantage and 
aid to regeneration due to greater liquor agitation. 

The sulphur thus burned is not lost, but it is all, with the 
exception of the small amount which may be required to 
complete the sulphate combination, recovered in the finishing 
tank, from whence it is returned to the sulphur stove. 

The amount of ammonia required to precipitate the iron in 
the 1667 gallons of liquor is small. If this finished liquor 
weighs nine pounds per gallon, giving a total of 15,003 pounds 
of liquor, and assuming the maximum Te content of this 
liquor to be one-quarter of 1 per cent, the amount of Fe 
to he precipitated will be 15,003 x 0.0025 = 37.5 pounds. 

One pound of Fe requires 0.1225 pound of ammonia for its 
precipitation, or the amount of ammonia required will be 
37.5 X 0.1225 = 4.59 pounds per day, and if liquor containing 
1.54 per cent of NH3 is used for this purpose, or liquor con- 
taining 8.33 X 0.0154 = 0.13 pound of NHs, the amount to be 

4.59 

evaporated per day will be = 35.3 gallons. 

Some of the Feld plants being built at present are designed 
to operate under a vacuum instead of a pressure, in which 
case the compressor is replaced by an exhauster and the sul- 
phur dioxide is drawn through the liquor instead of being 
pressed through as explained above. 

As the Feld system of purification is but little known in 
the United States, it may be well to mention that two plants, 
each of 3,000,000 cubic feet capacity, are being built in the 


148 


COAL GAS RESIDUALS 


United States at present, one of them being for the prodiac- 
tion of ammonium sulphate only, by the Feld process, tbxe 
other being a combination between the Bueb Cyanogen and 
the Feld Sulphate systems, as described in the preceding 
pages. 

Among the larger Feld plants being erected in Europe at ttie 
present time may be mentioned: 

One in France for the direct recovery of by-products from 
1250 tons of coal per day. 

One in Germany for 1600 tons of coal per day. 

One for the production of 5.5 tons of sulphate per day from 
producer gas. 

One for the purification of 5,500,000 cubic feet of coal gas wi-th. 
sulphate production. 

One for the production of pitch and oils from 800 tons of coa,l 
per day. 

The Feld Direct Sulphate Plant as built in the United States 
differs radically from that previously described, in that tlae 
European system is operated under pressure, while that in. 
America operates under a partial vacuum, as shown in diagram 
on Fig. 35a. 

The gas is passed through two washers in series, the fresh 
wash liquor from the regulating tank being admitted to the top 
of the second washer, overflowing from there to the process 
tank located on the lower floor; a centrifugal pump takes th-is 
liquor from the process tank and pumps it up to the supply 
tank over the first washer, this washer being fed from this 
supply tank. 

The liquor from the process tank under the first washer is 
pumped up into the V-shaped supply tank, running from th.ero 
through a sight-overflow into the bottom of the mixing tank:; 
the liquor now flows from the top of this mixing tank throngti. 
the second and first acidifiers in the direction indicated. 

The sulphur is burned to sulphur dioxide in the rotary sulpliizi' 
burner, this gas passing through a sulphur melter into an a.11 
cast-iron condenser and from there up to the first acidifiei*^ 
that portion of the SO 2 gas not absorbed in the first acidifieir 
is taken up in the second, the two acidifiers and the nai:K— 
ing tank being kept under a partial vacuum by means of tlxo 
exhauster located on the second floor. 
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After the liquor contains its burden of animoniiim sulphate, 
25 per cent is withdrawn from this train and run into the boil- 
ing tank, where it is heated hy indirect steam, and where some 
SO2 is added. After the pol5rthionates have thus been broken 
down, the ammonium sulphate liquor, with granular sulphur 
in suspension, is drawn off and enters the settling tank on the 
second floor; any sulphur which does not drop out in this tank 
will be removed in the sulphm^ centrifugal. This sulphur is 
dried and then passed to the sulphur melter, where it is melted, 
cast into sticks, and again charged into the rotary sulphur burner. 

The sulphate liquor from the centrifugal is nm into the 
precipitating tank, where any iron which might discolor the salt 
is precipitated by strong ammonia liquor produced in the am- 
monia still. The sulphate liquor is now cleared and decanted 
in the three clear liquor tanks, and then pumped up to the 
evaporator where the salt is formed, this finished salt being 
then dried in the sulphate centrifugal, all mother liquor from the 
evaporator and centrifugal returning to the precipitating tank. 

The sludge which finally collects in the precipitating tank is 
filter-pressed, the cake being added to the oxide in the purifiers, 
the clear liquor returning to the precipitator. 

The plant is provided with an ammonia still to take care of 
any ammonia which may come down in condensation prior to 
the process proper, the strong liquor produced in this still being 
run into the first acidifier, where it joins the polythionate liquor 
in circulation and makes up for the liquor removed to the boil- 
ing tank. 

The chemistry of the process is the same as that previously 
described, but the apparatus differs in man^^ essential particu- 
lars. The difficulty of perfect operation could heretofore be 
traced back to the regeneration train, as the regeneration of the 
liquor with SO2 gas was dfficult to secure with the apparatus 
previously used, but the new design of vacuum acidifiers and 
mbcers has removed this difficulty, and the contact between 
liquor and SO2 gas is now practically perfect. 

At the large scale experimental station, treating 1,500,000 
cnbic feet of gas per day, as high as 132 grains of hydi’ogen 
sulphide per 100 grains of ammonia were removed, while only 
an equivalent of 100 grains of H2S per 100 grains of NH3 are 
required for the sulphate combination; the ammonia was en- 
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tirely removed from the gas, this removal averaging 100 per 
cent during the entire operating period of one year. The 
sulphate produced was clean and white, and contained 25.7 
per cent of NHs on the dry basis. 

The improved plant recently completed at another point will 
shortly be placed in operation, and the results expected from 
there should exceed anything done at the experimental plant. 

CONCLUSIONS 

As seen from the system just described, the old, or indirect 
process required a 'priori cooling of the gas with practically a 
complete absorption of ammonia in water, this latter liquor 
being treated with steam and lime in a still and the ammonia 
vapors thus produced sent into a saturator, while the so-called 
direct or “semi-direct'^ systems, besides calling for a com- 
plete elimination of the tar, require that the temperature in the 
saturator be suflEiciently high to prevent condensation with a 
consequent dilution of the acid bath. 

In the Brunck system the tar-free gas was supposed to have 
a temperature sufficiently high to pass through the saturator 
without condensation, but this temperature, in spite of the fact 
that it was above the critical point, and notwithstanding the 
additional heat produced by the reaction in the acid bath, dropped 
with consequent condensation. Owing to the fact that an ar- 
tificial increase in temperature above that of the entering gas 
had a bad effect upon tar recovery, this method, which at first 
had seemed so promising, found but little application. 

The Otto process proved to be a successful endeavor to im- 
prove upon what Brunck had accomplished; Otto replaced 
Brunck's tar washer with liquid tar injectors of the atomizing 
type followed by a Pelouze drum, the latter apparatus being 
placed on the suction side of the exhauster. The Koppers sys- 
tem starts with radical condensation, thus precluding con- 
densation in the saturator, the gas being admitted into the acid 
bath at a lower temperature than in the Otto, this gas being, 
however, heated to the required temperature by means of hot 
raw gas coming from the hydraulic main. Koppers distills the 
condensed ammonia, but the vapors are not permitted to enter 
the saturator immediately, as in the Mont-Cenis system, they 
being mixed with the gases prior to entering the saturator. 
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All of these processes, except the indirect, require the pass- 
ing of the gas through the acid bath, producing a back pres- 
sure which is very high, as it depends upon the depth of the 
liquid bath, the report made by C. Heck to the German Coke 
Commission stating that these back pressures are fM}0 nun. = 
35|- inches in the Otto system, and 750 mm. = 29| inches in the 
Koppers system, but greater back pressures than the.se have 
been known, and it is a known fact that the power required to 
force a thousand cubic feet of gas through a given depth of liquid 
rapidly increases with this depth. 

It should also be remembered that the gas in rising through 
the liquid of a certain height causes the useful effect of con- 
tact to decrease quickly, owing to the fact that a number of 
the smaller gas bubbles rapidly unite to form larger ones, thus 
reducing surface contact. 

Charles Berthelot, in the ''Re\uie de Metallurgie,’’ states 
that it is difficult to obtain complete absorption by this acid 
bath, and that it is necessary to renew the surfaces of contact 
between the gas and the acid as often as possible; he also states 
that Otto does this by violent agitation of the liquid by means 
of a pump, thus making it possible for him to adopt a lesser 
travel of the gas through the acid; in contradistinction to this, 
it is seen that in the Mont-Cenis system a layer of tar is used on 
the surface of the acid in the saturator in order to prevent this 
very agitation. 

Berthelot also states that “from experiments made it would 
seem that the ammonia lost due to direct sulphatation in the 
acid bath would be about 77 grains per ton of coal, but that 
this is not found to be the case in actual practice.’^ He states 
that in the semi-direct process 6.8 per cent of the total am- 
monia is retained in the tar, and that this loss cannot occur in 
the indirect system because there the water which is condensed 
with the tar in the mains dissolves out almost the w’hole of the 
fixed salts, and that the loss in ammonia in both the direct and 
semi-direct acid bath systems is practically the same. 

He states that a serious objection to the adoption of these 
direct systems is due to the presence of ammonium chloride 
in the gas, the dilB&culties produced by this constituent being 
due to its method of travel. A portion of this salt remains in 
the tar and not only occasions ammonia loss, but also causes 
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serious trouble due to its decomposition when distilled. The 
only way in which this loss can be avoided is to wash the tar 
with water and then to distill this water to recover the ammonia. 

Further, he claims that the ammonium chloride also enters 
the saturator and is there decomposed by the sulphuric acid, 
causing a loss of heat and producing hydrochloric acid, which 
seriously attacks all iron woi'k in the apparatus following the 
saturator unless the gas is kept alkaline, in which latter case 
more ammonia is lost. A portion of the ammonium chloride 
is always dissolved without decomposition in the bath, and 
the salt thus produced loses some of its fertilizer properties. 

Berthelot states that the loss of ammonia per ton of coal 
amounts to: 

Old, or indirect system 385 grains 

Semi-direct system 231 

Direct system 185 “ 

and that if one ton of coal produces 3000 grammes, equivalent 
to 6 pounds of ammonia, these losses will be 

Old, or indirect system 0.84 per cent 

Semi-direct system 0.50 “ 

Direct system 0.40 

The Feld system was offered with the endeavor to overcome 
all of the objections given against the acid bath process, and 
as the former is one of chemical absorption without the use of 
external acid, it has successfully met a great many of the de- 
mands which would remove the troubles due to the saturator. 
If Feld^s system of hot-tar extraction is included in the process 
there will be no condensation, and the gas reaches the poly- 
thionate washers containing all of its ammonia. Besides this, 
the cost of production plays an important rdle in the manufac- 
ture of any product, and in order to show what may be expected 
from the various systems reference should be made to Table 
XVIII, which shows the cost of sulphate manufacture by the In- 
direct, Semi-direct, and Direct methods as- reported to the Ger- 
man Coke Commission by C. Heck,^ and to which has been 
added the corresponding figures for the Feld system. This 
table shows the differences in the cost of producing one ton of 
sulphate by the four systems in use, and, as stated before, syn- 
1 See ‘'Stahl und Eisen,” Vol. 33, 1013. 


TABLE XVIII.— ECONOMIC BALANCE FOR THE PRODUCTIOlSr 
OF (NHi),S04 from 100 COKE-OVENS 


Items 

Indirect 

Semi- 

Direct 

Direct 

Feld 

A Coal carbonized, tons per hour 

33.3 

33.3 

33.3 

33.3 

B NH 3 liquor to be treated, tons per hr 

12 

6 

0.3 

0.3 

C 1 Exhauster power back pressure in mm. of water. 

500 

750 

900 

150 

Horse power required 

39 

5S 

70 

12 

2 Horse power cold water pumps 

12 

12 

12 

12 

3 “ “ spray cleaners, washers, circulating 

pumps 



5 

40 

4 “ “ tar and ammonia pumps 

7 

3 

2 

2 

6 “ “ centrifugals, average per hr 

3 

3 

3 

3 

C 6 total horse power required 

61 

76 

92 

69 

D 1 Steam for NHa Still (250 kg/cbm) tons p. hr. ... 

3 

1.5 

0.075 

0.075 

2 Steam for heating gas & liquor 


0.1 

0.025 


3 Steam for ejectors & heating 

0.05 

0.05 

0.050 

0.050 

D 4 Total steam, required 

3.05 

1.65 

0.150 

0.125 

Value of power and steam consumed. 

E Case I — Electric motive piower and fresh steam for 
heating and distilling; for comparison, and in view 
of losses, take 1 H.P. at point of consumption = 
1 K.W. at switchboard, or 7 kg. steam at turbo- 
generator, then 

1 Steam for motive porrer, tons per hour 

0.427 

0.532 

0.644 

0.483 

2 Steam for heating, tons per hour 

3.050 

1.650 

0.150 

1.500 

3 Total steam, tons per hour 

3.477 

2.1S2 

0.794 

; 1.983 

4 Value of steam at 2 M per ton, M per hour 

6.954 

4.364 

1.5SS 

3.966 

E 5 or M per year 

60,900 

38,100 

13,900 

1 34,800 

F Case II — Using exhaust steam for power produc- 
tion in steam turbines. 

1 Steam for heating, etc., tons per hour 

3.05 

1.65 

0.150 

0.126 

2 With 25 kg. steam p. H. P. the power to be derived 
from this quantity is 

120 

66 

6 

5 

3 Remaining for electric power H. P 


10 

86 

64 

4 Equivalent to, tons per hour 


0.07 

0.602 

0.448 

5 Total steam tons per hour 

3.050 

1.720 

0.752 

0.573 

6 Value of steam at 2 M per ton, M per hour 

6.100 

3.440 

1.501 

1.146 

jP 7 of M per year 

53,400 

31,000 

13,150 

10,050 

G 1 Cooling water required (1 cbm = 0.08M) 

8,400 

4,200 



2 Sulphuric acid required (1 cbm = 30.00M) . . 

105,000 

105,000 

105,000 


3 Lime required (1 ton = 15.00M) 

2,200 

1,100 

500 

500 

4 Sulphur required (1 ton = 92.00M) 




11,600 

5 Miscellaneous 

3,500 

3,500 

3.500 

3,500 

G 5 Total material used, M per year 

119,100 

113,800 

109,000 

15.600 

H 1 Salaries and labor, M per year 

35,000 

35,000 

35.000 

35,000 

J 1 Cost of operation, case 1 M per year 

215,000 

186,900 

157,900 

85,400 

K 1 Cost of operation, case II M per year 

207,500 

179,800 

157,150 

60,650 

L 1 Sulphate produced, 25 lbs. per ton, tons per year. 

3,320 

3,320 

3,320 

3,320 

M 1 Cost per ton of sulphate, case i 

$16.25 

$14.08 

$11.89 

$6.50 

N 1 Cost per ton of sulphate, case II 

$15.65 

$13.54 

$11.84 

$4.57 
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thetic ammonia will affect the market wherever power is cheap 
enough to permit of its production; therefore the gas producer 
should closely, examine into all existing conditions before de- 
termining upon which system is best to install. While the cost 
figures given are all theoretical, the same error will probably 
apply in practice to all four systems, but the elimination of pur- 
chased sulphuric acid in the Feld process reduces the ultimate 
cost at once by the value of this constituent of sulphate. 

Diagram III is a graphic representation of the principal acid 
bath systems, showing the usual operating temperatures for 
comparison. 

Before closing the chapter on ammonia it will be well, under 
present circumstances, to call attention to the manufacture of 
nitric acid from ammonia, the conversion process being com- 
monly known as the '^Ostwald,^^ although there are quite a 
number of such processes which operate on the same principle, 
but which differ in the design of the apparatus as well as in 
the character of the catalyzer used. 

The conduct of the present war will require a vast amount 
of nitric acid, and although export from the natural saltpeter 
fields of Chile is still open, political changes may close this 
field to us at any time, and we would then perforce be obliged 
to turn to atmospheric fixation of nitrogen, or some process 
similar to the Ostwald to supply our pressing demands. 

The fixation of atmospheric nitrogen is limited to such lo- 
calities where cheap electric power is available, and therefore, 
the Ostwald process lends itself to operations in various fields 
where sufficient electric power at low cost is not obtainable. 
Extensive data on the Ostwald process cannot be secured at 
present, and although it has been reported that this process is 
in extensive use in Germany, the operators are very careful as 
to any information which might point to its success. 

In 1900 Ostwald took up the study of the oxidation of am- 
monia, and he soon discovered the conditions under which the 
reaction proceeded; in the laboratory he was able to obtain a 
yield of over 85 per cent of HNO on the ammonia. He es- 
tablished the fact that platinized platinum, or smooth platinum 
roughened by depositing a thin layer of platinum sponge on 
its surface, was the best catalyzer, and that a thin layer of the 
catalyst could be worked to better advantage than a thick one; 
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also that the gas mixture must be caused to pass over the 
catalyst at a high velocity. 

A factory was built at Gerthe, near Bochum in 1909, and it is 
stated that this plant had an annual production of 2400 tons of 
53 per cent nitric acid, using ammonia derived from the car- 
bonization of coal. Another report covering this plant states 
that it produces 2000 tons of ammonium nitrate per year. 

This process was purchased by the Nitrates Products Com- 
pany, Ltd., London, in 1910, the new company taking over 
the Gerthe plant, and erecting a new plant at Vilvorde, Bel- 
gium, the latter plant producing 40 to 50 per cent nitric acid. 

The original converters ^ were constructed in such manner 
that an exchange of heat occurred between the incoming and 
the outgoing gas, thus not only keeping the catalyzer at the 
proper temperature of 572° F., because of the strongly ex- 
othermic character of the reaction NH3 -1- 2 O 2 = HNO3 + H2O, 
in which 385 B. T. U. are evolved, but also serving to regulate 
this temperature, although considerable variation in the rate 
of gas flow might exist. The thickness of the catalyzer element, 
as well as the velocity of the gas, is so chosen that the time 
of contact between the two does not exceed one-hundredth of 
a second. 

The proportion between ammonia and air can be varied 
considerably; an excess of ammonia gives ammonium nitrate 
as the end product, while if the ammonia and the air are so 
proportioned that the equation Ntls + 2 O 2 = HNO 3 + H 2 O is 
fulfilled, and no water is dripped on the absorption towers, the 
maximum strength of nitric acid theoretically obtainable will 
be 77.8 per cent. Ostwald states that no less air should be 
used than represented by the equation 2 NH 3 -1- 70 = 2 NO 2 +■ 
3 H 2 O, but in this case a very rapid passage of the gas will 
result in obtaining a mixture of ammonium nitrate and am- 
monium nitrite in the exit gases. 

Camille Matignon states that the above reactions are not 
entirely correct, as at the temperature of the reaction neither 
NO 2 nor HNO 3 can exist, and that the equation should be 
written 2 NH 3 -f 50 = 2NO -f- 3 H 2 O. It is of course under- 
stood that if an excess of air is used the NO will quickly oxidize 

1 F. C. Zeisberg. ^^Met. Chem. Engrg.'^ Vol. XV. Page 300. 
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to NO2 as soon as the temperature is sufficiently reduced. The 
process of oxidation begins as soon as the temperature drops 
below 1112° F., but it cannot become complete until the tem- 
perature drops to 284° F. 

At this lower temperature, moreover, the reaction velocity 
is very low, so that an appreciable time must elapse before 
the reaction becomes complete. 

^'Metall und Erz,'^ 1916, Vol. XIII, page 21, published a dia- 
gram of a converter, the catalyzer in this apparatus being 
platinum gauze electrically heated to 1292° F. The gases enter 
at the bottom and pass upward through the gauze, no heat 
exchange being effected. At this temperature the conversion 
is almost quantitative, steam and nitric oxide (NO) being the 
end products, which would indicate that the equation of re- 
action is 4NH3 + 5O2 = 4NO -h 6H2O. 

To keep the gauze heated, electricity is supplied at 25 volts 
and 135 amp., or 3.375 kw. The article mentioned does not 
give the capacity of a converter, but from the description of 
the ammonia gas purifying apparatus, Zeisberg assumes that 
three converters handle from 275 to *2750 pounds of NH3 per 
day, hence one converter can handle about 528 pounds per day, 
or 22 pounds per hour. At a conversion efficiency of 85 per 
cent, 10 pounds of NH3 will produce 31.5 pounds of HNO3, and 
100 pounds of IINO3 will therefore require 4.9 K.W.H. to 
maintain the temperature in the catalyzer. 

The amount of platinum required to effect the conversion is 
about 329 grains per 100 pounds of HNO3 per 24 hours, and 
the elements are renewed once a month. 

The converters are constructed of iron up to the contact 
element, and beyond this of iron lined with aluminum; at a 
point far enough away from the converter for condensation to 
occur, the gas lines must be made of an acid-resisting material, 
such as chemical ware. Ostwald states that nickel steel is not 
attacked by hot nitrous gases, and can therefore be used in 
place of the aluminum-lined iron. 

One design of plant embracing the Ostwald process is shown 
diagramatically in Fig. 35b, the catalyzer being of a type de- 
vised by Frank and Caro. The ammonia is purified by dis- 
tillation in the still (7) and washed in the lime washers (8), the 
gas passing from these washers to the ammonia and air 
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mixer ( 12 ), a container for the ammonia gas, not shown in the 
figure, being interposed between the ammonia-purifying plant 
and the mixer. Air is supplied to the ammonia through the 
blower ( 11 ), the properly proportioned mixture of air and am- 
monia then entering the catalyzers (13). From the catalyzers 
the nitrous oxide is led to the absorbing towers (16), where it 
meets with a large cooling surface covered with nitric acid, 
which continuously trickles down and through the stone filling 
of the tower. The nitric acid and the water formed during the 
reaction are both condensed in the tower to liquid nitric acid, 
and any other of the higher oxides of nitrogen which may have 
been produced are thus given an opportunity to further oxidize 
and to come in contact with sufficient water to form nitric acid. 
The nitric acid in the towers is used repeatedly, until the proper 
degree of concentration is reached, all acid flowing from the 
towers being cooled in the condensers (17) and returned from 
the storage (18) through the blow tanks (19) to the top of the 
towers. 

A coal-gas plant carbonizing 500 tons of coal per day will 
produce 500 X 5 = 2500 pounds of NH 3 per day, or 75,000 pounds 
per month. As one pound of NH 3 contains 0.824 pound of N, 
this amount of ammonia will give 61,800 pounds of N per month, 
and at an 85 per cent conversion we will secure 


61,800 X 0.85x4.5 

2,000 


= 118 tons of absolute nitric acid 


per 


month. A conversion of 85 per cent has been questioned, and 
in order to be conservative a conversion of 75 per cent will be 
used in this estimate, this giving 104 tons of absolute acid, or 
say 196 tons of 53 %, or 36° B 6 . nitric acid per month. 

Owing to the rapid fluctuation of the prices of all the materials 
entering into a construction of this character at the present 
time, an estimate covering the cost of a plant for producing 
196 tons of acid per month can only be indicative, and it is 
given as such in this statement. 

Aissuming that one catalyzer can convert 500 pounds of am- 
monia per day, a plant for the above purpose would require 
eight catalyzers, five of which would be in constant use, and 
three in reserve, each catalyzer requiring 4067 grains of plati- 
num, or 4067 X 8 = 32,536 grains total. 
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Under these conditions, the estimated cost of a plant for the 
above production would be 


Buildings, foundations and supports $20,000.00 

Ammonia apparatus 12,000.00 

Catalyzer ‘‘ 10,000.00 

Condensing and absorbing apparatus 25,000.00 

Storage tanks 2,000.00 

Air compressor and fan 4,000.00 


$73,000.00 

Contingencies, 7§ % 5,475.00 


$78,475.00 

Platinum contacts, original investment, 32,536 grains, or 2113 
grammes at $3.20 $6,761.60 


Total cost $85,236.60 


OPERATING EXPENSE 

1. Ammonia. The raw ammonia liquor, containing 75,000 pounds of 
NHa per month, can probably be purchased at 6 cents per pound of NH3, 
or $4500.00 per month. 

2. Steam. With a 1 per cent ammonia liquor, there will be required 
75,000 X 23.53 = 1,764, 750 pounds of steam per month, which at 20 cents 
per M., will cost $352.95. 

3. Lime. Allow 0.8 pound of lime per pound of ammonia or 75,000 x 
0.8 = 60,000 pounds, or 30 tons per month, which, at $8.50 per ton, will 
cost $255.00. 

4. Cooling Water. Allow 55,000 gallons per day, or 1,650,000 gallons 
per month, equivalent to 220,000 cubic feet at 65 cents per M., or $143.00 
per month. 

5. Power. A plant of this size will require about 25 HP. for its opera- 
tion, or say 13,500 K.W.H. per month, which, at 2 cents per K.W.H., 
will cost $270.00. 

6. Current for Catalyzer. The plant will produce 104 tons of absolute 
HNO3 per month, and as each 100 pounds requires 4.9 K.W.H. to main- 
tain the temperature in the catalyzer, or say 5 K.W.H., the current per 
month will be 10,400 K.W.H. at 2 cents, or $208.00. 

7. Platinum. If the platinum contact is to be renewed each month, 
each contact weighing 4067 grains, or say 264 grammes, five of these, or 
1320 grammes, will have to be renewed monthly, and allowing 10 cents 
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per gramme for the difference between scrap and new platinum, the re- 
place platinum per month will cost $132.00. 

8 . Wages. Two men will be required per shift to operate valves and 
cocks, and one additional helper per day, or 

6 men at $2.50 = $15.00 
1 man at 2.00 = 2.00 


$17.00 per day, 

or $510.00 per month, to which should be added $125.00 for superintend- 
ance, making a total of $635.00 per month. 

9. Repairs. The repairs on a plant of this size are estimated at about 
$175.00 per month. 


Summary of Cost of Manufacture. 

1. Ammonia $4500.00 

2. Steam 352.95 

3. Lime 255.00 

4. Water 143.00 

5. Power 270.00 

6 . Electric current 20S.O0 

7. Platinum 132.00 

8 . Wages 635.00 

9. Repairs 175.00 

12% for interest and depreciation on $7vS, 475.00, 

per month 784.75 

Total cost per month $7455.70 

or say 2.30 cents per pound of 36® B 6 . acid. 

Production — 324,000 lbs. of 36® B4. HNO 3 @ $19,440.00 

Cost of manufacture 7,455.70 

Estimated profit per month 11,984.30 


The above values are of course only comparative, as the costs 
of raw material, the efficiency of the plant, and the selling 
value of the nitric acid are dependent upon local conditions and 
market for the product. 

If ammonuim nitrate, instead of nitric acid, is to be the end 
product, the nitric acid as produced above must be neutralized 
with an additional quantity of ammonia, this neutralization 
being conducted in wooden vats, the resultant liquor being then 
evaporated so as to cause the salts to crystallize out. The salts 
are dried in hydro-extractors, and are ready for sale, while the 
small amount remaining in the mother liquor is also dried and 
disposed of as a second grade product. 
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An installation for the production of ammonium nitrate, besides 
the apparatus specified above, requires in addition another am- 
monia purifying plant, vacuum evaporators, hydro-extractors, 
and other appurtenances, it being estimated that this additional 
plant including buildings will cost approximately $45,000.00. 

This will also require 63,000 additional pounds of NHs for 
neutralization, and the total ammonia used will produce 270,000 
pounds, or 135 tons of ammoniurn nitrate. 


Cost of Manufacture. 

Cost as given for nitric acid $7,455.70 

63,000 lbs. NH 3 @ H 3,780.00 

Additional labor @ $25.00 per day 750.00 

Purifying additional NHa, evaporating and drying the salt 1890.00 

12 % for interest and depreciation on $45,000.00, per month 450.00 


Total cost per month $14,325.70 

or say 5.30 cents per pound. 

Production — 270,000 pounds ammonium nitrate at 15^. . . . $40,500.00 

Cost of Manufacture 14,325.70 


Estimated profit per month $26,174.30 


The profits here indicated are of course very high, but war 
conditions have greatly increased the value of both nitric acid 
and ammonium nitrate beyond normal figures; these prices 
cannot continue, but as the installation can be quickly amortized 
at present, the plant should be paid for when normal conditions 
return, and a normal manufacturer's profit may then be expected. 

In neither of the cases cited above has a boiler plant been 
included, as it is presumed that the works contemplating such 
an installation would have the steam to spare from’ its present 
output. 

Nitric Add from Coal Gas. The Hausser process for the 
production of nitric acid from coal gas lends itself excellently 
to such coke-oven plants as have an excess of gas, or in such 
localities where nitric acid may have more commercial value 
than would ammonium sulphate, and consists of converting the 
nitrogen in the gas into nitric acid by explosion. A large scale 
trial plant operating under this process was built at the Nurem- 
berg Gas Works, Germany, before the war, but it is understood 
that this plant has been considerably modified since then. 
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The explosion of the gas is effected in steel explosion-proof 
vessels, these vessels being surrounded by a water-jacket, and 
to which the air and gas were admitted under pressure through 
separate valves in the original plant. Ignition of the charge 
was accomplished by means of a high-tension electric spark 
derived from a magneto attached to one side of the vessel, 
this magneto being connected with, and driven from, the same 
mechanism which operates the air and gas valves. 

The chemical reactions involved in this process are of an ex- 
ceedingly simple nature, the nitrogen combines with the oxygen 
to form nitric oxide, or 

N2 + O2 - 2 NO, 

and these nitric-oxide mixtures are cooled and passed into a 
gas holder, where sufficient time of storage is allowed for oxida- 
tion to take place, or 

2 NO + 02 = 2NO2. 

The nitrogen peroxide thus formed by oxidation is con- 
ducted to counter-absorption vessels where, due to reaction with 
water, it forms a mixture of nitric and nitrous acid, or 

2NO2 + H2O = HNO3 + HNO2. 

The nitrous acid thus formed is then oxidized to nitric acid 
by means of an excess of oxygen. The acid obtained in this 
manner varies in strength from between 30 and 50 per cent, 
and the weak product is usually evaporated and re-distilled in 
order to produce a concentrated solution. The waste gases 
from the plant contain some nitric oxide, and they are therefore 
treated in special washing towers, thus recovering the greatest 
possible quantity of nitrous products. It is estimated that 
between 2 and 3 per cent of the original nitric oxide gas is 
discharged with the waste products. 

It is understood that the original plant built at Nuremberg 
has been considerably modified, this modification relating 
particularly to the explosion chamber, these changes having 
increased the efficiency of the process beyond expectations. 

The later design of plant embraces a battery of chambers, or 
bombs, the entire battery being connected to two compressors, 
and instead of the gas and air being compressed together, as 
in the old plant, they are now dealt with separately. High 
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temperature is essential during explosion, and therefore the air, 
after compression, is passed through a specially designed pre- 
heater operated by gas; owing to temperature conditions, it is 
also essential that a small proportion of pure oxygen be regularly 
mixed with the air in the compressor. 

The latest form of container is driven through gearing from 
an electric motor, and it is supplied with four valves, the speed 
of the motor determining the number of explosions per minute. 
It is also essential that the waste products be cooled rapidly, as 
otherwise there would be a tendency for the nitric acid to 
undergo decomposition, and a special exhaust-valve is therefore 
provided for the purpose of facilitating a drop in temperature. 

A condenser coil, immersed in water, is located immediately 
after the outlet from the bomb, or explosion chamber, the water 
resulting from the explosion being thrown down in this coil 
and then drawn off. Practice requires that the explosions be 
so regulated that they occur in each bomb at the rate of about 
sixty per minute, and it is stated that, within limits, the greater 
the capacity of the explosion chamber the larger will be the yield 
per unit of gas. 

This process can be applied to producer gas as well as to all 
low-grade gas, and as a general statement it may be said that 
the yield in nitric acid, employing coke-oven gas, will be about 
6J pounds of acid per 1000 cubic feet of gas exploded, but this 
is probably a maximum condition. 


CHAPTER V 
BENZOL 


While the removal of benzol from gas is not of remuner- 
ative interest to the coal-gas producer under the present 
antiquated standard of gas sale by candle-power, it is of 
special interest to the by-product coke-oven operator, and 
as all of the preceding data applies to both of these pro- 
ducers, the method of removing and purifying benzol is 
herewith included. 

Benzol and its homologues were first used as dissolving, 
purifying and cleaning agents, and for many years their most 
important function lay in the production of aniline dyes by 
conversion into C6H5NO2 and then into C6H6NH2, thus 
forming a raw basic material which is used in the preparation 
of artificial organic paints and dyes. 

Benzol also forms the basis for the production of artificial 
perfumes and in the preparation of pharmaceutic compounds, 
as well as in the production of saccharine, a substitute for 
sugar. 

A very important industrial purpose is served by benzol 
and its homologues in the production of explosives, such as 
nitro-benzol and trinitro-toluol. 

Benzol is also used for carburetting illuminating gas, an 
important function where straight coal gas is sold on the 
candle-power basis; but its most modern as well as impor- 
tant use is its substitution for gasoline as motor fuel, and it 
is claimed that if benzol is mixed with toluol all carbonizing 
and sooting of cylinders and sparkers is avoided; this mixed 
fuel also being non-freezing under ordinary conditions. 

All of these uses have created a constant demand for 
benzol, and the market price is such that its removal from 
the gas is a very profitable undertaking. 

F. Puening, of the Koppers Company, states that the 
average American coal will produce about two gallons of 
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^en^ol per ton carbonized, and if it is compared with gaso- 
ixiio a.s motor fuel the producer should receive 15 cents per 
Sail on, while the cost of production in a fair sized plant 
not exceed 6 cents per gallon; Puening also states 
t lm"t if the benzol in the 14,800,000 tons of coal coked in 
tiie 6200 by-product coke ovens in the United States per 
yonr is extracted, 29,600,000 gallons having a value of $4,400,- 
[)C)0 Would be produced, thus making benzol recovery a con- 
'^c^rvn.tion of resources which would add greatly in reducing 
the oost of a ton of coke. 

Oonzol is one of the hydro-carbon compounds which 
*H{‘np>es with the gas produced during the dry distillation 
eoa.1, and owing to the fact that it is a low volatile it is 
•€d,ii,ined in the gas at temperatures as low as 60° F., the 
? til or hydro-carbons being higher volatiles and therefore 

'OMclonsing at the various intermediate temperatures above 
►CF; the condensation of the other high volMile oils, how- 
dissolves and absorbs about 5 per cent of the total 
contained in the gas. 

Toluol, xylol, and some other high boiling compounds, 
iieliL 4as solvent naphtha, are known as homologues of benzol, 
xkI hliese are found in the volatile portion of the coal and 
:xiiseciiiently in the resultant gas. 

BoaGLJZol, CeHe, is a colorless fluid and it greatly resembles 
pjtBolixae; its specific gravity is 0.88, its boiling point 191° F., 
rid i-fcs flash point 17.6° F., solidifying at 32° F. into large 
lono-bic crystals which melt at 37.5° F. 

Toluol, CeHsCHs, so closely approaches the appearance of 
^iizol "that it is difficult to distinguish one from the other by 
•‘cliixiury means; its specific gravity is 0.87, boiling point 230° 
aridl freezing point “130° F. 

Xylol, C 6 H 4 (CH 3 ) 2 , is a combination of three products, closely 
Hf*robling benzol and toluol and having a specific gravity of 
-47, bhe three boiling points being at 278.6° F., 282.2° F., and 

Hoi vent naphtha is a compound made up of several hydro- 
rI>ous^ but their exact combination is only partially known. 
115 ^^solvent naphtha” is due to its very high solvent 

c*rt on rubber. It has a specific gravity of 0.87, and a 
iling point of from 302° F. to 356° F. 
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These characteristics of benzol and its homologues only 
hold true for these products in chemicahy pure form, and 
considerable differences are found in the products as received 
from coal gas or tar, due to the fact that as such by-products 
they exist as more or less of a mixture, and repeated dis- 
tillations are necessary to even approach the pure article, 
but as far as the by-product producer is concerned, the 
methods of recovery and purification to be explained later 
will produce the usual commercial product, the rectifica- 
tion for purity being left to the chemical manufacturer. 

Germany is the largest producer of benzol, and there are 
but few coke-oven plants without their benzol recovery 
system; therefore, if it has been found to be so remunerative 
in Germany to recover this by-product the example should 
be followed in the United States, where some coke-ovens are 
still operated without efficient by-product recovery. 

Puening states in the ^^Gas Record’^ that the profits 
accruing from benzol plants in Europe are very high, having 
ranged from 50 to 100 per cent upon the investment during 
the last few years. He also states that, due to several 
circumstances, the profits in the United States have not 
been so large, but as seen from the following tabulation 
these expected profits are sufficient to make the investment 
give very handsome returns. He bases his calculation on a 
plant carbonizing 2000 net tons of dry coal per day, with 
the recovery of two gallons of benzol and its homologues 
per net ton of coal, or 


Yeaely Recoveey 

Benzol, 67 per cent 978,000 gallons 

Toluol, 16 per cent 234,000 “ 

Xylol, 8 per cent 117,000 

Solvent naphtha, 9 per cent 131,000 “ 

Total 1,460,000 gallons 

With a gross income of: 

1,460,000 gallons at 15 cents . $219,000.00 

Crude naphthalene, 330 net tons at 15.00 1,650.00 

Regenerated acid of 40® B4., 360 net tons at $6.00 2,160.00 

Total gross income $222,810.00 


The operating expense per year being: 
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Raw material, consisting of wash oil, sulphuric acid, caustic soda . . $15,000.00 
Steam for distillation, air compressor, loading pumps, acid regen- 
eration and cooling water 15,000.00 

Electric power for water pumps, oil pumps, agitator, iilumination. 6,200.00 

Wages for three distillers and two helpers 5,000.(K) 

Overhead expenses, fire insurance, maintenance and depreciation, 
assuming the cost of the complete plant to be about $300,000.00, $30,000.00 

Calorific loss of the gas 13,000.00 

Total operating expense $84,200.00 

giving a net profit of $222,810.00 - $84,200.00 = $138,610.00 
or 46 per cent on the investment capital, and making the 
cost of producing one gallon 

$84,200.00 , ^ 

TMm - 

This profit is of course dependent upon the selling price 
of benzol and the cost of raw material, but as it seems to 
be an established fact that benzol will soon be an active 
competitor of gasoline for motor fuel, the selling market 
will probably be governed by the price paid for gasoline; 
the latter price is increasing daily, and benzol should be subject 
to the same conditions. The prices paid for benzol from 
1881 to 1913 are shown in Diagram IV. 

The first commercial benzol plant was built by F. Brunck 
in Germany in 1887, and since then the development of this 
system has been very rapid; in spite of the fact that several 
builders are engaged in erecting benzol recovery plants, the 
system - as laid down by Brunck still maintains, the differ- 
ences lying only in details, therefore a complete description 
of operation covering any one system will practically hold 
good for all others. 


THE KOPPERS SYSTEM OF BENZOL RECOVERY AND 
PURIFICATION 1 

Benzol is recovered from coal gas after the tar and am- 
monia have been removed; in plants where the ammonia is 
removed from the gas by the water absorption process the 
gas usually has a temperature of from 68*^ to 100° F., while 
where the direct sulphatation in acid baths is practised the 


1 F. Puening in '‘Gas Record.”- 
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gas temperature is usually from 108° to 170° F., but, as the 
treatment for benzol should be carried out at about 77° F., 
the gas must be cooled before entering the benzol scrubbers 
if its temperature exceeds this figure. After the gas has 
been cooled to the required temperature it is admitted into 
the benzol washers (A) (Fig. 36), where it is brought into 
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Diagram IV. — Prices of Benzol. 


intimate contact with wash oils which at low temperatures 
are capable of dissolving the benzol constituents and which, 
after being heated to about 266° F., will again release these 
constituents. 

The principal oil used in Europe for this purpose consists 
of tar oil of which not more than 5 per cent will distil 
below 390° F., 90 per cent will distil between 390° and 
572° F.; and the naphthalene content must not exceed 7 per 
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cent, while the water content 
shall not be more than 1 per 
cent, and the oil shall contain 
only traces of anthracene. 

This wash oil is taken from 
the tanks {B) and by the 

pumps (C), and is pumped suc- 
cessively over the benzol washer 
(A), the current of the wash oil 
being counter to that of the gas. 
The wash oil is spread out over 
the hurdles or trays contained in 
the towers (A), and it absorbs 
^ the benzol constituents up to 
within very small quantities, 

§ finally being delivered to the tank 
S (Bi) in a saturated state. From 
"i tank (5i) the saturated wash oil 
is delivered to the benzol re- 
! 2 covery plant, where it is heated 
I for the purpose of driving off the 
W absorbed benzol constituents. 

I In order to use as small an 
§ amount of steam as possible for 
heating the enriched wash oil, 
Koppers causes all of the heat 
used to distil the wash oil to be 
transferred to the cold enriched 
oil on its passage to the still. 
This cold wash oil enters the 
heat exchanger (D), where it is 
heated to about 175° F. by benzol 
and steam vapors issuing from 
^ the still (jB). This oil now passes 
through a second heat exchanger 
in which it is preheated to a 
temperature of about 212° F. by 
means of the hot debenzolized 
wash oil issuing from the still 
(jB). It is then heated to about 
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266° F. by means of live steam in one of the superheaters 
((?) for the purpose of driving off the water contained in it 
and thus rendering it possible to separate the naphthalene. 

This water is transferred to the oil from the wet gases, 
the latter having been cooled to below their point of satura- 
tion; again, it may happen that the oils are found to be 
cooler than the saturated gas, in which case water is pre- 
cipitated. The naphthalene is washed from the gas in a 
manner similar to that of washing out benzol and its homo- 
logues. Puening states that 1000 cubic feet of gas contains 
0.05 pound of naphthalene at a temperature of 80° F., and 
it therefore becomes necessary to liberate the naphthalene 
absorbed by the wash oil, as its presence increases the vis- 
cosity and decreases the absorbing power of the oil. 

At a temperature of 266° F. in the superheater (G), all 
benzol, toluol, and water is expelled, and the oil with its 
burden of xylol, solvent naphtha and naphthalene now enters 
the still (£). The oil flows through the lower portion of 
this apparatus and also through its individual chambers, the 
steam being blown directly into the lowest part of the still, 
thence traveling in a direction counter to that of the oil, 
thus driving off all xylol, solvent-naphtha, and naphthalene 
from the wash oil. The resultant mixture of benzol and 
water vapors passes through the upper portion of the still, 
where crude rectification is performed and where all liquid 
entrained wash oil particles are separated from the vapors. 
The benzol and water vapors issuing from the superheater 
(G) enter the upper portion of the still where they are recti- 
fied in conjunction with the other vapors. 

These vapors now issue from the top of the still at a 
temperature of about 220° F. and enter the heat exchanger 
(D), where they are nearly all condensed and, as stated before, 
the enriched wash oil is preheated by this exchange of heat. 
The remaining vapors and the condensates formed in the 
heat exchanger now enter the water cooler (H), where the 
vapors are completely condensed and all condensates are 
cooled down to about atmospheric temperature. These 
condensates, water and light oils, enter the separator (J), 
where they are separated due to their difference in specific 
gravity. 
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This so-called light oil is a mixture of crude and impure 
benzol, toluol, xylol, solvent naphtha, naphthalene, and a por- 
tion of the wash oil, and it is collected in the collecting 
tank {K), where it is stored for further fractionation and 
purification, while the water from the separator is led to 
the waste liquor tank, or, if it contains any ammonia, it may 
be sent to the ammonia plant. The wash oil, which has 
thus been freed of benzol and naphthalene, leaves the still at 
a temperature of about 257° F. and enters the heat exchanger, 
where it transfers a portion of its heat to the enriched wash 
oil, after which it enters the oil coolers (F), where it is cooled 
by water to a temperature of about 77° F., being then 
delivered to the wash oil tank (£ 2 ), from whence it is again 
pumped into the scrubbers. 

The light oil is now transferred from the storage tank 
(K) to the still tank (M), where it is fractionated into its 
components, the still tank having a capacity of from 6000 
to 12,000 gallons, as this larger capacity permits of more 
decided fractionations than would a smaller one. The oil 
is heated here by means of two internal-heating coils and 
one steam spray; due to this heat, the distillation of the 
light oil begins at a temperature of about 176° F., at which 
point benzol is driven off, the vapors passing through the 
rectifying column (N) and then through the dephlegmator 

(O) . The construction of this rectifying column is similar 
to that of the usual ammonia or spirit still. The dephleg- 
mator is a water-cooled tubular cooler arranged to cool the 
vapor mixture, the heavier portions condensing and draining 
back through the rectifying column, while the fresh rising 
vapors evaporate the lighter portions of this condensate. 

From the dephlegmator the vapors thus rectified pass 
into the cooler (P), which is provided with vertical water- 
cooled tubes in the upper section, where the vapors condense 
and the resultant condensate is cooled to about atmospheric 
temperature. The lower portion of this cooler acts as a 
separator, separating the benzols from water in those cases 
where direct steam is used for distillation. The various 
benzol products then drain from the cooler and separator 

(P) into their respective storage tanks (Q). 

After benzol, toluol, xylol, and solvent naphtha have been 
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distilled off, any wash oil with its naphthalene burden remains 
in the still tank (M). The products thus secured from 1000 
gallons of light oil vary, this variation being not only due to 
the character of the coal carbonized, but also to the method 
of operating the light oil plant, but Puening states that the 
following will represent the average result: 

500 gallons of crude benzol, 

120 gallons of crude toluol, 

60 gallons of crude xylol, 

70 gallons of solvent naphtha, 

250 gallons of wash oil containing naphthalene remaining in 
the still tank (Af). 

The boiling points and the amounts of products from this 
distillation are shown in Diagram V, prepared by Puening; 



Diagram V. — F. Puening. Boiling Points of, and Products from the 
Distillation of Light Oil. 

it is readily seen that the boiling points differ from those of 
the pure products, due to the fact that these products are 
distilled from a mixture of different benzols, the difference 
being especially noticeable near the points where one kind 
of benzol should finish and the next one begin. 

The temperature up to which indirect steam for distilling 
can be used is dependent upon the pressure of the live steam 
available. Generally speaking, it is necessary to use both 
direct and indirect steam heating for temperatures at and 
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above 280° F. By referring to Diagram V, it is seen that 
the distillation of solvent naphtha and a portion of the xylol 
follows the curve A-B at 280° F., while if the temperature 
is raised above 280° and without the use of indirect steam, 
distillation will follow the curve A-C, 

The wash oil retained in the still tank (J/) is drained into 
cooling pans, where it is cooled by the atmosphere to crystal- 
lize out the naphthalene, after which the oil is drained off and 
returned to the oil circulating tank (Bj), thus again entering 
the washing system. A small cooler, for the purpose of 
cooling the oil to about 175° F., receives the -wash oil and 
naphthalene just before it enters the cooling pans, in order 
to prevent the giving off of obnoxious odors. The naphtha- 
lene thus deposited in the pans may be dried in a centri- 
fugal, thus separating the small amount of oil remaining in 
the crystals, this naphthalene being sold as a crude product, 
or it may be mixed with the tar. 

The crude benzols in the storage tanks (Q) are now further 
purified by washing them separately in the washer {R) with 
sulphuric acid, caustic soda, and water. This washer con- 
sists of a large lead-lined vessel provided wuth an agitator 
or centrifugal mixing arrangement; here the benzols are 
washed with 66° B6, or 1.84 specific gravity sulphuric acid, 
the amount used varying for benzol and toluol from 8 to 
14 per cent by weight, and for xylol or solvent naphtha from 
20 to 24 per cent by weight. The acid is supplied from the 
storage tank (>S), it passing through a meter (iSi) before 
entering the washer. The mixer is located at a height which 
permits of discharging the acid in the bottom of the w^asher, 
near the level of the benzol, and to distribute it in such 
manner as to obtain a thorough mixture. This mixing or 
washing is performed in about thirty minutes, after which 
the agitator is shut down and twenty minutes allowed for 
the used acid to settle to the bottom of the washer, the acid 
being used to separate the unsaturated hydro-carbons, prin- 
cipally phenols and olefines. The majority of these im- 
purities in conjunction with the acid form thick resinous 
compounds, which are insoluble in benzol and which, due to 
their high specific gravity, settle out in the bottom of the 
washer, but a small portion of these resinous bodies, es- 
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pecially the polymeric olefines, dissolve in the benzol and thus 
give it a brown color; redistillation will separate these dis- 
solved olefines from the benzol and thereby cause the brown 
color to disappear, the acid used being later regenerated. 

The benzol is now washed with water in order to remove 
the remaining acid, after which a 16° B6. caustic soda solu- 
tion is run into the washer for the purpose of neutralizing 
any remaining traces of the acid in the benzol, this latter 
solution being prepared in tank (T), and the proper quantity 
required measured in tank (Ti) before admittance into the 
washer. After being properly mixed with the benzol, the 
caustic soda is permitted to settle, and is then drained off, 
the benzol being again washed with water in order to remove 
any traces of caustic soda. The acid usually reduces the 
volume of the benzol, due to the extraction of impurities, 
this reduction amounting to from 5 to 7 per cent of benzol 
and toluol, and it may be as high as 20 to 30 per cent of 
xylol and solvent naphtha. 

The benzol from the washer (R) is now delivered to the 
still tank (J7), this latter vessel being of similar construction 
to tank (M), but it is advisable to interpose storage tanks 
for washed benzol between the washer (R) and the still 
tank ([/) in order to permit the washer to operate independ- 
ently of the still. The still tank (U) is provided with heat- 
ing coils, an especially high rectifying column (F), and a 
dephlegmator (TF). After passing through the rectifier and 
dephlegmator, the vapors pass into the cooler (X), where 
they are condensed and cooled to about atmospheric tem^ 
perature; the condensates from the cooler drain into the 
receivers (7), where the quality of the product is tested 
before being admitted into the storage tanks (Z). 

This latter distillation is dependent upon the character 
of the final product desired. Puening states that distilla- 
tion carried out as described above improves the limits of 
the boiling points and that the finished product more closely 
approaches the chemical characteristics of the pure benzols. 
However, due to the fact that the largest demand for benzol 
in the present market will probably require products of 
rather inexact boiling points, the last distillation will only 
have to separate the benzol from the resinous olefines held 
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in suspension, and therefore but little attention need be paid 
to the final boiling points. 

Under these conditions this last distillation will be ac- 
complished very quickly, and the vapors thus produced are 
sent directly into the cooler (X), the rectifier and dephelg- 
mator being by-passed. The benzols produced in this man- 
ner are known as '^purified benzols,'’ and they will have the 
same general characteristics as regards their boiling points 
as have the crude benzols" showm in Diagram Y. 

The water and caustic soda used in the washer are drained 
to the waste sewer, but the acid is conducted to small tanks 
where it is regenerated to 40® B6. by mixing it with steam, 
which condenses while heating the acid, the lighter parts of 
the resinous compounds being evaporated at the same time; 
after the steam is shut off and the contents of the tanks 
cooled, the remaining portions of the resinous compounds 
solidify, and can then be removed, the 40® B6. acid being 
sent to the ammonia plant. These acid boilers must be so 
arranged as to prevent the emission of any of the resulting 
vapors, the greater portion of the latter being conducted to 
condensers, a smaller quantity being usually discharged into 
the atmosphere. 

This last distillation for the production of benzols approach- 
ing the pure article in chemical characteristics requires about 
five times the distilling period required for crude benzol. 
The still tank (U) in the Koppers system is filled with about 
10,000 gallons of washed benzol having boiling points as 
shown in Diagram V, while the distillation is accomplished 
at the boiling points shown in Diagram VI; in the latter 
diagram the portion from A to B shows the forerunnings, 
which consists of a few per cent of impurities, such as carbon 
bisulphide, while the portion from B to C shows '^pure 
benzol," and that from C to D a mixture of benzol and 
toluol, the temperature curve of the latter following the 
line from C to D- 

The amount of ^^pure benzol" recovered is claimed by 
Puening to be about 55 per cent of the crude benzol" run 
into the washers, and while distilling 10,000 gallons of washed 
crude toluol, in order to recover “pure toluol," the distilla- 
tion follows the course of the curve shown in Diagram VIL 
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The distillation in this latter instance begins at A, a mixture 
of benzol and toluol being evaporated up to the point 
while ‘^pure toluol’’ results from B to C. After the toluol 
has been expelled the distillation follows the curve from C 
to D, and produces a mixture of toluol and xylol; the pro- 
duction of '‘pure xylol” will produce a curve similar to the 
one shown in Diagram VII. Diagrams VI and VII for "pure 
benzol” and for "pure toluol” both show a slight increase in 
temperature, amounting to 1-1° F. for benzol, and to 1.8° F. 
for toluol between the points B and C, an indication that 
although these products are termed "pure,” they are not ab- 
solutely chemically so, since if they were, the curve would not 
rise at all. Usually the mixtures produced between A and B, 
and C and D in Diagrams VI and VII, are mixed and sold 
as^such. Table XVIIIA shows the benzol specification as pre- 
pared by the "Deutsche Benzol Vereinigung,” which company 
controls the benzol trade of Germany; column 4 of this 
table relates to the chemical purity of the product. 

The Feld Sydem: 

In the Feld system (Fig. 37) the gas is washed in the 
washers (A) with light oil in a manner similar to that of 
Koppers, the saturated oil entering the receivers (1) and (2), 
finally flowing from (1) to the wash oil tank (4), the fresh 
oil to the washers being pumped from tank (5). From the 
wash oil tank (4) the saturated oil is pumped into the regu- 
lator (B), flowing from thence into the outflow heater (C)*, 
rising up through the still preheater (D) and steam pre- 
heater {E), and finally entering the column still (F), where 
it is distilled by means of both direct and indirect steam. 
The wash oil flows from the bottom of the still and enters 
the outflow preheater (C), where it serves to heat the wash 
oil coming from the regulator (B), after which it flows 
through the final cooler (G), where it is cooled by means of 
cold water, then entering fresh oil tank (5), from whence it 
is sent back into the washing system. 

Light oil vapors mixed with water vapors leave the column 
still (F) and pass through the still preheater (D), where 
they serve to impart additional heat to the saturated wash 
oil on the way to the still, the vapors being thus condensed 
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in (D); this condensate enters the separator {H), where the 
the water is separated from the oils, the water being led 
away while the light oils how into the oil receiver (/), the 
latter being provided with a water pocket in the bottom for 
the purpose of collecting any entrained w’ater. 

At stated intervals the still receiver {K) is charged with 
light oils from tank (J), where they are fractionately sepa- 
rated through distillation by means of direct and indirect 
steam. The vapors from the still pass through the rectifier 
(L), where the vapors of high boiling points, such as toluol 
and xylol, are condensed, and the partially purified benzol 
enters the dephlegmator (M). The temperature of the cool- 
ing water in the dephlegmator is kept at about 80° C.; the 
benzol vapors pass through the pipe system of the dephleg- 
mator without condensation, being later cooled and con- 
densed by means of cold water in the final cooler iN)^ 
passing from thence into the separator (0), and then into 
the receiver (P), one of the latter being provided for each 
of the distillates, as after the benzol has been removed the 
toluol, xylol and solvent naphtha are driven off. 

After distillation has been completed, the wash oils re- 
maining in the still tank {K) are run into the cooling pans 
(3), where the naphthalene crystallizes out. 

The raw benzol is now led to the purifier (8), where it is 
treated with sulphuric acid, caustic soda, and water as in 
the Koppers system, after which it is again distilled in still 
(JJ) and rectified, dephlegmated, and separated, the final 
products being found in tanks (Z). 

In the extraction of benzol direct contact water coolers 
should be used for cooling the gas; usually they consist of 
tall, cylindrical shells filled with wooden trays, the gas enter- 
ing at the bottom and flowing in a direction counter to that 
of the cooling water, which latter enters at the top, 

Puening states that when tubular coolers were formerly 
used, the gas being separated from the water through the 
walls of the tubes, it was impossible to cool the gas to a 
temperature as low as that in direct contact cooling, the 
lower temperature being required for efficient benzol ex- 
traction, as its absorption is best at low temperatures; 
besides this, the naphthalene deposits prevented the cooling 
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of the gas by checking the transfer of heat through the 
tubes, while in the direct contact coolers the separated 
naphthalene is washed out by the water passing through the 
cooler, and thus occasional deposits will not affect the ex- 
traction eflficiency. 

The naphthalene carried by the water flowing from the 
coolers is easily Separated out by crystallization. Instead of 
contact coolers such as described above, Feld uses his vertical 
centrifugal washers for cooling the gas by direct contact 
with water. 

Puening also states that hurdle washers are used to a 
great extent in Germany and England for benzol absorption, 
the hurdles in these towers being so arranged as to cause 
the gas to take a zigzag direction in passing through, the 
hurdles consisting of wooden planks about xl" wide spaced 
ii" apart, their lower edges being serrated to assist the 
dripping oil to distribute itself over the next lower lying 
layer. 

Hirzel uses three different kinds of washers, the first one 
being known as a tuyre washer and consisting of a steel shell 
provided with from 200 to 400 spray nozzles so arranged as to 
fill the entire space on the inside with a fine spray of oil; the 
second washer is built in sections, similar to an ammonia still, 
the bottom of each section being provided with numerous 
tubes covered with seal caps, the latter dipping into the oil 
in each section, thus causing the gas, which enters the bottom 
of the washer, to pass up and break the seal at each hood, 
being thus mixed with the wash oil; the third wasjier is of 
the hurdle type as explained above. 

Feld uses his vertical centrifugal washer for benzol extrac- 
tion, and it has been found exceedingly eflScient on this duty, 
throwing far less back pressure than any of the other devices 
used for this purpose. 

Koppers advises that steel be used in the construction of 
oil heating, distilling and cooling devices, except in the column 
rectifier, where cast iron is more suitable; steel is a suitable 
material where the temperatures do not exceed 210° F., but 
at this temperature and above cast iron should be used on 
account of the corrosive effect of the hot oils containing pos- 
sible slight traces of ammonia. 
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Oil superheaters are subjected to the most severe corrosive 
conditions, and spare heaters should be provided, so arranged 
that they can easily be shunted into or out of the system. 
Koppers recommends that oil superheaters with spiral tubes 
be used only in small plants, because repairs are generally very 
high in cost due to entirely replacing the coils. Koppers also 
arranges his apparatus for heating and cooling the wash oil 
in such manner that each individual unit can easily be taken 
out without disturbing the other apparatus. 

As the cast iron stills do not corrode, it is not necessary to 
provide spare stills, and Koppers states that stills have been in 
operation for from 10 to 15 years without repairs. The con- 
struction of oil heaters and coolers requires special attention, 
because hot oils and benzol escape through the smallest open- 
ing produced by expansion and contraction during changes in 
temperature. 

Hirzel does not agree with the other designers as regards 
the method of distilling the oil and driving off the benzol 
vapors, and has made his views in this particular a subject 
of U. S. patent No. 991,205, issued May 2, 191l/ 

He states that the ordinary methods of fractional distilla- 
tion, or the separation of the components of a mixed liquid, 
are usually based on the differences existing in the boiling 
points of the components and, as explained above, the usual 
method consists of a series of regulated and methodical boil- 
ings at different temperatures, thus boiling away the compo- 
nent of a low^er boiling point from the one of a higher boiling 
point in a column still, Hirzel states that the balancing effect 
between the base heating and the cooling due to the skin 
contact of the shell in the usual still, as well as the introduc- 
tion of a relatively cool liquid at the top, causes a regular 
diminution of heat upward, and by introducing a mixed 
liquid at the top of the column and causing it to travel suc- 
cessively through the liquid holding devices of the still, it is 
boiled at a series of successively increasing temperatures; 
thus the vapors due to the boiling liquid in each liquid hold- 
ing device, or tray of the still, serve to boil the liquid in the 
device next above, condensing therein the greater portion of 
their high-boiling components, and adding the vapor of their 
low-boiling components to that which is there evolved. 
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Hirzel claims that this method, which is suitable for some 
purposes, is not well adapted for boiling oils containing 
many constituents. 

As explained before, the boiling point of a mixture of mutu- 
ally soluble liquids is perfectly definite with a given mixture 
under given conditions, and depends not only upon the respec- 
tive boiling points of its constituents and their relative pro- 
portions, but also upon many other factors, such as vapor 
tensions at different temperatures, mutual affinity and solu- 
bility in liquid and vapor states, pressure, etc. 

Hirzel states that when these conditions change, these 
factors also change quite independently of each other, and that 
with complex mixtures there is no simple relation between the 
compositions of the vapors evolved in boiling at different 
temperatures; or, in other words, there is no certainty as to 
the result which will be obtained in running such a mixture 
through the usual column still. 

■ The subject of the above patent calls for simplified con- 
ditions of distillation, and Hirzel claims that the results are 
correspondingly improved by departing from the usual prac- 
tice of relying solely upon differences in boiling points, but 
rather depending upon differences in vapor tensions. 

The liquid to be treated is converted into a large area film, 
and, by a suitable arrangement of heating elements, the film 
thus formed is uniformly heated to a temperature approach- 
ing, but below the boiling point of the constituent to be re- 
moved, or near its point of maximum tension. This film is 
treated with a heated current of gas or vapor into which the 
constituent in question volatilizes and from which it may be 
later removed by condensation, or in other words, the opera- 
tion consists of evaporation instead of the boiling of ordinary 
fractional distillation methods, the still being so arranged as 
to practically maintain a uniform temperature throughout the 
entire height. 

Hirzehs scheme is shown in Fig. 38, where the washers are 
represented as (A), two or more being required, dependent 
upon conditions, with the usual gas connections, the wash oil 
being supplied to the first washer from tank (B) by means of 
pump (Cl), the wash oil flowing from the bottom of the 
washer into tank (D), and being forwarded from there by 
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pump (C2) to the top of the second washer (Ai), flowing from 
thence into the saturated oil tank (E). 

The saturated oil flows from (E) into the heat interchanger 

(F) f where it is heated by the vapors coming from the still 

(G) j and then flowing into the top of the still. In the still 



the heated oil is deprived of its volatile constituents, or crude 
benzol, the oil leaving the base of the still and flowing into 
the cooler (jff), and chiller (J), both being devices of the 
tubular condenser type, the cooler being provided with an 
inlet and an outlet for cooling water, while the chiller is sup- 
plied, with similar connections for carrying a chilling fluid. 
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The wash oil is now ready for absorption purposes in the 
washer again, and it is therefore pumped away from the 
chiller by pump (C3) and sent to the wash oil tank (B). 

The Hirzel still is of peculiar Construction, as it is not 
intended that it shall be subjected to a differential heat from 
the bottom to the top, as is usual in the ordinary column still, 
but it is uniformly heated throughout, because Hirzel does 
not wish to fractionate the liquid treated, as is usually done 
by a series of successive boilings, but only to remove a single 
desired constituent by exposing the liquid in a large film area 
uniformly heated throughout to the proper temperature. 

The still is provided with a series of annular trays, each 
tray being supplied with a steam coil, all coils communi- 
cating with a header on the outside of the still. As Hirzel 
does not desire either skin cooling or differential heating, he 
lags the entire still with insulating material to assist in main- 
taining a uniform temperature. Each annular tray is supplied 
with a hood over the central aperture, a current of heated 
indifferent gas being sent upward through these apertures 
against the descending filmed liquid to strip the liquid of its 
volatile constituents. Hirzel uses either steam for this pur- 
pose, or gas from the mains. 

The gas (at the temperature at which the benzol still is 
ordinarily run, about 266"^ F., steam may be considered a 
gas) carrying the volatilized benzol leaves the still at the 
top, passes around the tubes in the heat interchanger (F), 
thus warming the inflowing wash oil by transferring some of 
its heat, and then passes down into the condenser (if), where 
it is cooled by means of water, the water leaving this con- 
denser and entering the wash oil cooler (JJ). From the con- 
denser (if) the condensed liquids enter the collecting tank 
(I/), and if steam has been used as the carrier, the condensed 
water accumulates in the bottom of this tank from whence it 
is drawn off, the condensed benzol flowing out of the top of 
the tank to the storage vessel (M). 

If gas from the mains has been used as the carrier, the gas 
is removed from the tank (L) by means of the exhauster (N) 
and returned to the gas. system; this gas as it leaves the 
mains and enters the still is saturated with benzol at the 
temperature at which it enters, but by being heated in the 
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still it is capable, according to Hirzel, of absorbing more benzol 
and thus serves to remove this constituent from the wash oil, 
depositing this excess in the condenser. 

The benzol still used in the Gasser system is a radical departure 
from all of the others, and consists of a series of long horizontal cells, 
separated from each other, each cell being supplied with an in- 
dependent source of heat. It is claimed that this method of con- 
struction permits the saturated wash oil to flow to the cells at 
rather low temperature, and then gradually to heat the various 
cells to a degree corresponding to the decreased amount of benzol 
carried by the oil. 

The extended form of the cell also makes it possible to force 
the oil through in a thin film, constantly bringing this film in 
contact with fresh steam, it being claimed that this procedure is 
very effective in liberating the benzol. Besides this, the method 
of constructing this still is such that it can be arranged for any 
capacity, the additional capacity being secured by adding indi- 
vidual cells. 

This same construction is also used for distilling off the par- 
tially purified, as well as the purified, benzol, the construction of 
the cells being such that continuous distillation is claimed, only 
such an amount of benzol as can be distilled in a given time 
being admitted into the still. 

Figure 38a is a diagram of a hght-oil plant for medium sized 
works, and contemplates the removal of benzol and its homologues 
from the gas and the driving off of the wash oil from the benzolized 
oil, returning this wash oil to the system again. 

The proper location for a plant of this character is undoubtedly 
after the purifiers, or especially after the ammonia, has been re- 
moved, thus avoiding an ammonia loss which might occur by 
the deposition of salts due to the low temperature at which the 
benzol plant should be operated. If located after the purifiers 
an added advantage is secured in the removal of corrosion danger 
due to the action of sulphur compounds. If located ahead of the 
purifiers, there is a possibility of coating the purifying material 
with oils which may be entrained and carried over in the gas, thus 
rendering a portion of the purifiers inactive. 

The plant shown in Fig. 38a contemplates the use of a con- 
denser ahead of the benzol washer, in order to reduce the tem- 
perature of the gas to as low a point as possible, 70 ° F. being 
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a good temperature for effective benzol scrubbing. The benzol- 
ized oil from the washer is run into a storage tank, which should 
be of large proportions in order to separate out any water which 
may be carried over with the gas, and is pumped from there 
to an overhead supply tank; the oil from this tank flows into 
a tubular preheater, where it is heated by the hot debenzolized 
oil coming from the still, passes thence into a heat-exchanger, 
where it receives a further increase in temperature from the 
vapors coming from the still and dephlegmator, and is finally 
brought to the proper temperature for admission into the still 
by passing through a superheater, where the temperature is 
raised by steam. 

The debenzolized oil, after passing through the preheater, is 
cooled in the wash-oil cooler, and passes from there into the 
wash oil storage tank through a water separator. The light-oil 
vapors from the still and dephlegmator, after passing through 
the heat exchanger, pass into the benzol condenser, where they 
are liquefied, and then through the water separator to the crude 
benzol storage tank, measuring tanks, not shown on the diagram, 
being interposed between the water separator and the storage 
tank. 

Great Britain, recognizing the necessity of benzol recovery, 
due to the present war, has established washing plants in many 
coal-gas works, both large and small, using creosote or green 
oil, tar oils, or American gas oil as the washing medium, but no 
wash oil should be used which will distill under 400° F., this 
temperature being above the boiling point of benzol and its 
homologues. 

Creosote oil has a specific gravity of 1.04 and contains about 
8 per cent of tar acids, distilling between 425® and 540® F., while 
green oil has a specific gravity of 1.098, distills between 498® and 
668® F., and contains no tar acids. 

Tar oils distill between 390® and 572® F., but about 5 per cent 
will distill below 390®; owing to the amount of naphthalene 
contained in tar oils, they should be carefully selected, as in no 
case should the oil contain more than 7 per cent of naphtha- 
lene. 

Gas oil, as a rule, will wash out some of the paraflSns from 
the gas, and it should therefore be subjected to a preliminary 
distillation in order to remove some of its lighter constituents. 
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The wash oil used in America is usually a petroleum dis- 
tillate, known as “straw oil/' having a specific gra\fity of 0.88, 
or 30° B4., and of which at least 90 per cent boils between 
450° and 630° F. 

The average oil used will absorb between 3 and 4 per cent 
of its own volume or weight in benzol and its homologues, and 
between 75 and 100 gallons of oil are kept in circulation per 
ton of coal carbonized, the volume of oil used of course de- 
pending upon its absorbing power. A small portion of this oil 
will have to be replaced from time to time, as some of it will 
be carried over with the light-oil vapors from the still, but the 
amount is small. 

The principal difficulties encoimtered in Great Britain, owing 
to oil washing, have been due to: water in the oil; emul- 
sion of wash oil and water; thickening of oil; naphthalene; 
lack of fractionation; corrosion, and air locks in the system. 

Water in the oil is due to the deposition of water coming 
from the gas, or it may come from the condensation of steam 
in the still. Water separators should be apphed ahead of the 
benzol washers, or very large storage tanks should be used to 
permit of a separation of water from oil by difference in specific 
gravity. Very wet steam also accounts for this trouble, and 
superheating the steam will avoid it. 

If the wash oil is much cooler than the gas, emulsification 
may occur, and it is therefore advisable to maintain the tem- 
perature of the wash oil a few degrees F. higher than the gas. 

Emulsion of wash oil and water may be due to the water 
coming from the gas being thoroughly mixed with the wash oil 
in the washers, or, if the benzolized oil is admitted into the still 
at too low a temperature, condensation may take place. 

Thickening of the oil may be due to the evaporation of lighter 
fractions of the wash oil by steam distillation, this being es- 
pecially so if the gas is free of tar-fog. If this thickening 
occurs, it can be remedied by adding a quantity of especially 
light creosote oil. 

Naphthalene troubles may be due to the gas picking up 
naphthalene from the oil, or to the extraction of the naphthalene 
carriers from the gas. If due to the first cause, it will be well 
to look into the naphthalene content of the wash oil, as if the 
latter does not contain more than 7 per cent, this trouble 
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stioxild not occur. The use of open steana gnsatly i-cmIiku'h the 
^■u-antity of naphthalene in both the gas and the oil, and while 
its -use tends slightly to reduce the quality of the distillate, (he 
best results for both benzol and naphthalene an; usually s(!- 
ciored when the total distillate consists of half wat(sr and half 
^i"Xicie benzol. 

If the trouble is due to the removal of naphfhakmo (warriors 
froxn the gas, it can be corrected by adding solvcints to tlu^ gas, 
explained in Chapter IL 

Lack of fractionation was usually found in plant, s wlu^r(‘. tar 
dehydration apparatus, without any modification, was uhchI for 
debenzolizing the oil. The resultant benzol was found to hc‘ 
<^f p>oor quality, and priming of the wash-oil oftem took [)la(!(^. 

Corrosion was found to be quite serious on tlu^ parts in con- 
tste-fc with hot benzolized oil, providing miudi ammonia was 
present, and cast iron was found best adaphul to withstand 
th.is action. 

Trouble with air-locks may be expected l)y a faulty arrangev 
meiat of heat exchangers, coolers, etc., in which profxa’ allowances 
h-a.s not been made for the escape of air, this condition r(i(|uiring 
th.a,-fc the oil always enter the exchangers at the low(*st j)oint 
and pass out at the highest, otherwise it will bci nece^ssary to 
appily air vents. 

UVEr. J, W. Shaeffer, of Milwaukee, in his paper read betfore 
th.o American Gas Institute, gives the results of his studies in tlie 
loss of heat value due to the removal of the light oils from 
thio gas. He determined the heating value of the light oil to 
be 17,400 B.T.U. per pound of liquid light oil, and to this he 
added the latent heat of vaporization of benzol, or 167 B.T.U. 
per pound, thus making 17,567 B.T.U. the gross luxating value 
of one pound of light-oil vapor; this value is HonH»what lower 
tha^n the corresponding value for pure benzol, the latter hcang 
1S,T93 B.T.U. Shaeffer accounts for this by the preseiuje of 
carbon disulphide and other impurities of a lower h(^at value 
in. Ulie light oil. The latent heat of vaporization wai4 added in 
order to make the results comparable with calorim(d<(!r tests in 
which the light oil enters the calorimeter in the shape of 
vapor. 

CI3alorimeter tests were made on the gas before and after oil 
scrxxbbing, and the difference in B.T.U. divided by tlic total 
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B.T.U. of the gas before benzol scrubbing gave the percentage 
of actual loss. The B.T.U. per cubic foot of gas after the 
scrubbers was calculated from 

a - 121,8276 
1-356 

in which a = B.T.U. per cubic foot of gas before scrubbing, 

6 = gallons of light oil removed per cubic foot of gas, 

35 = cubic feet of vapor per gallon of light oil. 

The constant 121,827 is the product of 17,567, the B.T.U. 
per pound of light oil, 7.3 the pounds per gallon of light oil, 

and 0.95, a correction factor used for correcting the amount 

of wash oil in the light oil, this amount of wash oil being assumed 
at 5 per cent. 

The average of all calculations showed a theoretical loss of 
4.45 per cent, 'while the actual loss as determined by calorimeter 
tests at the same plants was 4.62 per cent. The above averages 
are low, because they include plants where the scrubbing re- 
sulted in a comparatively low efficiency, and for a plant where 
the scrubbing is accomplished with a fair degree of efficiency, 
the loss in heat value will be higher, probably 5.8 per cent. 
The conclusions reached by Shaeffer were: 

1. The actual loss in the gross calorific value of the gas due 
to the removal of light oil is about 5.8 per cent at plants where 
the removal takes place with a fair degree of completeness. 

2. The theoretical loss is practically the same as the actual 
loss. This is an average determination. 

3. Some plants show a greater actual loss than the theo- 
retical loss and some vice versa; all agree within the limits of 
probable error in determination. 

4. The observed loss due to the removal of the light oil is 
considerably greater than the actual loss. This is accounted 
for by the difference between the gross and- net heating values 
and an improper air supply to the burners. 

5. The observed loss has led many gas engineers to believe 
that the actual loss is greater than it really is. 

6. The true value of light oil in a gas lies in its effectiveness 
per unit volume. 1.1 per cent of light oil by volume furnished 
7.4 per cent of the total heat, which is formed when the gas is 
burned. 


190 


COAL GAS RESIDUALS 


The removal of light oils from the gas therefore involves the 
burning of more gas to secure a given heating effect, and if 
10,500 cubic feet of gas are produced per ton of coal carbonized, 
the loss of 5.8 per cent in heat value will be equivalent to the 
loss of 609 cubic feet of gas. 

The Public Service Gas Company of New Jersey recently 
erected a light-oil washing plant at one of its stations, this 
plant handling about 4,000,000 cubic feet of mixed coal and 
water gas in 24 hours. Between February 14 and April 1, 1917, 
this plant treated 183,468,000 cubic feet of gas, of which amount 
72,817,000 cubic feet was coal gas and 110,651,000 cubic feet was 
water gas. The light-oil washing plant removed 87,589 gallons 
of light oil from this volume of gas, thus averaging 0.477 
gallon per 1000 cubic feet of gas washed. After deducting 
waste and residuals, about 0.35 gallon of benzol products per 
1000 cubic feet of gas resulted, this large amount being due to 
the water gas, which contains more benzol than does coal gas. 

The average heating value of the total mixed gas dropped 
from 620 to 605 B.T.U. and as all the gas made was not 
washed, this indicated a heating value of about 575 B.T.U. for 
the washed gas. The illuminating power of the total gas, 
washed and unwashed, dropped from 20 to 15.88 candles, this 
indicating a loss of about 7.70 candles of the washed gas. 

The quantity of artificial gas used for illuminating purposes, 
and only a small percentage of this in open-flame burners, is 
but a small proportion of that used for heating and power 
operations. The caloric value is the main consideration in the 
latter case, and this also is true of incandescent mantle lighting, 
as the lighting effect is not increased with an increase in the 
candle value of the gas used. 

In view of the very small reduction in caloric value resulting 
from the removal of the benzol homologues, and the future 
developments in the industrial and chemical fields for these 
products, the conservation of such products is a telling argument 
in favor of the replacement of the obsolete candle value standard' 
for gas sales by the more logical calorific standard. 
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SULPHURIC ACID 

Owing to the possible difficulty of securing acid for sulphate 
manufacture, and the trouble and inconvenience this lack of 
supply would entail, it may become necessary for the gas-works 
or coke-oven operator to produce the acid on the plant, and a 
description of the process of manufacture is therefore given 
below. Some works may not be large enough to take up acid 
manufacture individually, but it is possible for several neighbor- 
ing works to combine, ship their spent oxide, with its sulphur 
burden, to some central point, and there produce the necessary 
acid for the benefit of the participants. 

Sulphuric acid is made by either the Contact^' process, or 
the Chamber” process, either of which is primarily dependent 
upon the sulphur gases generated by the burning of sulphur- 
bearing material. 

In the contact” process, the spent oxide, bearing its sulphur 
burden, is burned in a furnace with air, the sulphur dioxide and 
other gaseous products of combustion thus produced being 
later cooled and freed from dust and the greater portion of the 
moisture content. These purified gases are then mixed with 
air and passed through a catalyzer, the catalytic agent being 
either ferric oxide or finely divided platinum. It is absolutely 
necessary that the impurities be removed from the gas before 
entering the catalyzer, as otherwise they would act detrimentally 
on the contact material, and it would soon lose its catalytic 
power. 

The greater portion of the sulphuric acid made, however, is 
provided by the “chamber” process, the usual product being 
commercial oil of vitriol, which is not a pure or concentrated 
article, as it contains only from 60 to 70 per cent of sulphuric 
acid. The advantage of the “contact” process over the 
“chamber” process is that in the former a pure, concentrated 
acid is directly formed, but for purposes of ammonia absorption 
the ^-chamber” acid will, as a rule, answer all purposes. 
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The apparatus required in the “chamber” process embraces 
the sulphur-burning furnace, combined with a dust separator, 
or purifier, and niter oven; the Glover tower for cooling the 
gas, concentrating the chamber acid, and denitrating the nitrous 
vitriol; the lead reaction chambers; and the Gay-Lussac tower 
for absorbing the oxides of nitrogen. 

In this process, the spent oxide is burned in a furnace, and 
the gas thus produced in this sulphur furnace contains between 
7 and 8 per cent of SO2, the balance being excess nitrogen and 
air. The sulphur furnace may be of any type suitable for the 
purpose, the one shown in the diagram. Fig. 38b, combining the 
furnace proper, the dust chamber, and the niter oven in one 
setting. The furnace selected should be of a type which will 
continuously supply a sulphur gas of constant quality and 
quantity, and it should produce as little dust as possible; it 
should be provided with accurate means for regulating the air 
supply to the burning sulphur, as otherwise some of the sulphur 
might sublime, and it should also be capable of maintaining a 
constant temperature at the inlet to the Glover tower. Per- 
haps the best furnace to meet these requirements is one of the 
Wedge type, although a large number of furnaces of the general 
design shown in the diagram are used. The Wedge, or mechani- 
cal type of furnace, will give a regular supply of gas, and the 
composition of the gas will be more constant than that produced 
in the hand-fired furnace. 

The gas leaving the sulphur furnace (J?) , Fig. 38b, contains dust, 
and the greater portion of this dust is deposited in the dust 
chamber (C) , under the nitre pots (D ) , as the gas is caused to take 
a tortuous path through the chamber. The gases now pass 
over the niter pots, where the nitric acid reejuired is introduced 
in the form of a vapor, being generated by the action of sul- 
phuric acid on sodium nitrate. In some plants liquid nitric 
acid is introduced into the Glover tower, trickling through the 
filling of the tower together with the nitrous vitriol. The re- 
action in the niter pots may be expressed as 

NaNOs + H2SO4 = HNO3 + NaHSOi, 

or the action of sulphuric acid on sodium nitrate, produces 
nitric acid and sodium acid sulphate, or niter cake. 

This mixture of gases is now passed into the Glover tower (F ) , 
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through the flue (E), an acid-resisting- fan, not shown in the dia- 
graih, being installed ahead of this tower to give the required 
draught on the furnace. The gas enters the bottom of the tower 
and passes up through the packing or filling, the hot gases thus 
being brought into intimate contact with a down-flowing stream 
of aqueous sulphuric acid, evaporatiag the water from this acid, 
by giving up a portion of its heat, and thus also supplying a 
portion of the steam or water necessary to produce the required 
reactions in the lead chambers (G), (H), and (J). This moisture 
and heat also assist to drive of! the lower oxides of nitrogen from 
the nitrous vitriol fed into the top of the tower, this denitration 
process being assisted by the simultaneous concentration and 
action of SO 2 , as is shown in the equation 

2S02(0H)(0N0) 4- SO 2 + 2 H 2 O = 3 H 2 SO 4 + 2NO. 

The Glover tower is usually erected upon an elevation which 
will permit the acid to flow from the bottom of the tower 
through the lead-cooling apparatus and to storage. This tower 
is usually a lead cylinder about 9 feet in diameter and from 
25 to 30 feet high, the lead shell being supported by an external 
frame of wood, and protected inside for about two-thirds of its 
height by a lining of acid-resisting bricks. The interior is filled 
with bricks, or small cylinders of clay to give adequate contact 
surface to the ascending gases. The upper part of the tower is 
provided with two lead vessels, one containing nitrous sul- 
phuric acid, about two-thirds of the entire acid used, and the 
other sulphuric acid from the chambers. 

These two acids are distributed by sprays over the entire 
area of the tower, where they mix and flow down through the 
filling against the current of hot SO 2 gas coming from the 
burner. The nitrous vapors are hberated and escape into the top 
of the tower from where, together with SO 2 and air, they pass 
out into the first lead chamber. The concentrated sulphuric 
acid formed here, 60° B6., collects at the bottom of the tower 
and passes out to the cooling apparatus and storage. 

The reactions in this tower, according to M. Neumann, are 
of two kinds, that in the lower portion of the tower, where the 
temperature is at its maximum, being a reducing action, and 
in the upper portion, where the temperature is at a minimum, 
an oxidizing action. 
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The j&rst of these reactions may be expressed as follows: 


ONO 

/ 

N 

OH 


H2O = 2H2SO4 -p ISi203j 


and 


N 2 O 3 -f SO 2 4 - H 2 O = H 2 SO 4 -h 2NO, 
or, adding these together, 

ONO 

2 S 02 <^ + SO2 + 2H2O = 3H2SO4 + 2 NO. 

OH 

The first portion of this reaction causes heat to be evolved, 
while the second portion, where N 2 O 3 is reduced to XO, causes 
the absorption of heat, the formation of sulphuric acid in the 
tower therefore requiring that a temperature be maintained in 
the lower portion of from 150*’ to 160° C., 302° to 320° F., th^ 
temperature being necessary to decompose the nitrous sulphuric 
acid. The reactions in the upper portion of the tower, where 
the gases are liberated together with NO, may be expressed as 

2NO + 0 = N 2 O 3 , 

and 


OH 


2 SO 2 + N 2 O 3 + O 2 + H 2 O 
or together, 


2S02^ 


/ 

\ 


ONO 


OH 


2 SO 2 + 2NO + O 3 + H 2 O = 2SO; 


/ 


ONO 


These two reactions are exothermic, and they are greatly 
assisted by the gradual abstraction of the evolved heat, thiK 
causing the formation of some additional nitrosyl-sulphurie 
acid, yielding sulphuric acid in the lower portion of the tower. 

The vapors leave the Glover tower and enter the first lead 
chamber, being so regulated in their flow that the acid formed 
here has a concentration of 50° to 53° B4.; in the last chamber, 
the train usually consisting of three, where no steam or water 
is injected, the gases are poor, and the acid may be as low as 
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40° B6. About 75 per cent of the SO 2 coming from the Glover 
tower is converted into sulphuric acid in the first chamber, 20 
per cent in the second, and 4.5 per cent in the third, the latter 
mainly acting to cool and dry the gas. 

Sufficient steam or water spray must be admitted into the 
lead chambers to transform practically all of the SO 2 into 
sulphuric acid, this reaction concerning all the constituents 
except nitrogen. 

The reactions in the lead chamber are very complex, and are 
not very well understood, but the equilibrium between the 
various reactions seems to depend upon the quantitative re- 
lation between the reacting substances, the temperature, and 
the volume of the lead chamber. It may be advanced, however, 
that nitrogen peroxide (NO 2 ), due to the loss of one atom of 
oxygen, will be reduced to nitric oxide (NO), and the latter 
in turn will unite with atmospheric oxygen and thus be re- 
converted into nitrogen peroxide, therefore, when sulphur 
dioxide, oxygen and nitrogen peroxide are mixed in the presence 
of water, the series of reactions which take place will lead to the 
formation of dilute sulphuric acid. The series of reactions which 
thus take place may be expressed as 

S + O 2 = SO 2 , 

3SO2 + 2HNO3 + 2H2O - 3H2SO4 + 2NO, 

2NO + O 2 =2N02, 

2NO2 + 2SO2 + 2H2O = 2H2SO4 + 2NO, 

but the theoretical interpretation of these reactions is still 
under continuous discussion. 

The lead chambers are erected on an elevation above the 
ground, the floor of the chamber resting on a platform of wood. 
The walls and roof are also supported on a wood frame in order 
to supply a solid backing to the lead plates. The volume of 
the lead chambers must be large, because the yield will greatly 
depend upon properly mixing the gases; the first chamber is 
the largest, the other two decreasing in size. 

Since nitrogen comprises about four-fifths of the air, it be- 
comes necessary to provide some means for the escape of this 
nitrogen, and at the same time to prevent the escape of the 
oxides of nitrogen as far as possible, and for this purpose the 
chamber gases are caused to pass through the Gay-Lussac 
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towers. These towers are constructed entirely of lead, similar to 
the Glover tower, supported on a wooden frame; the bottom of 
the tower is set about 7 to 8 feet above the ground, the internal 
diameter being from 7 to 8 feet, with a height of from 25 to 
30 feet. (Both the Glover and the Gay-Lussac towers are also 
built of a square cross-section.) The interior of the tower is 
filled with acid-resisting surface material, supported on lead 
gratings. The nitrous gases from the lead chamber enter the 
bottom of the tower, and are brought into intimate contact 
with sulphuric acid of 60° Be. during the upward passage to 
the outlet, the acid being fed in continuous streams from a 
distribution system located under the roof at the top of the 
tower. This acid spray dissolves the nitrogen oxides con- 
tained in the gases, and forms the so-called nitrous sulphuric 
acid, this being a solution of nitrosyl-sulphuric acid, or 
ONO 

S 02 \^ in sulphuric acid. 

OH 

The acid used in the towers is collected in receivers of lead, 
stoneware, or cast iron, pressure pots, or Montejus, being used 
to raise the acid to the top of the towers by means of air 
pressure. 

After the gases exit from the Gay-Lussac towers, they are 
practically purified from both SO 2 and oxides of nitrogen, and 
they are then finally exhausted through a stack into the air, a 
fan being sometimes located at this point to assist the draught. 

From the foregoing it will be seen that sulphuric acid is 
formed by combining sulphur dioxide, oxygen, and water by 
means of the oxides of nitrogen, this acid being formed in the 
lead chambers, precipitated on the walls, and collected on the 
floor of the chamber. The acid in the last chamber is the purest, 
but also the weakest (48° to 50° B5.) made in the system, and 
it can be taken directly from here and concentrated in a sepa- 
rate plant, whenever a purer and stronger acid than ordinary 
chamber acid is desired. 

Under ordinary conditions, however, this acid flows forward 
into the second, or middle chamber, where it increases slightly 
in strength by imion with the stronger acid made in this warmer 
chamber; due to the dust settling in this chamber the acid is, 
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however, slightly contaminated. From the second chamber the 
acid is fed to the first, where it reaches a strength of between 
52° and 54° BL From here the product may be partly with- 
drawn for sale or use, or for concentration in a separate plant, 
or it can be taken direct to storage. 

If the above procedure is not followed the acid may be ele- 
vated, by air pressme from Montejus, to the tank in the top 
of the Glover tower, where it is mixed with nitrous vitriol, thus 
concentrating it, but it will soon be diluted again from the steam 
condensed by the two cold acids. It also loses strength due to 
the conversion of any excess oxides of nitrogen or sulphur 
dioxide contained in it, and assists to liberate the lower oxides 
from their solution in the nitrous vitriol. 

The nitric and nitrosyl-sulphuric acids are decomposed by 
coming in contact with the sulphur dioxide in the hot gases, 
and the resulting oxides of nitrogen are carried away with the 
gases leaving the Glover towers. The acid, as it trickles down 
through the filling material, receives further heat from the hot 
ascending gases, and it soon begins to give up water, thus 
becoming concentrated, and flowing from the tower into the 
coolers, reaching a strength of between 59° and 61° B4. After 
being cooled, a portion of this strong acid is fed to the top of a 
second Gay-Lussac tower, where it descends and meets the 
outgoing gases, dissolving and recovering the final portions of 
nitrous gas not absorbed in the first Gay-Lussac tower. The 
acid flows from the bottom of this second Gay-Lussac and enters 
storage, and the excess of this circulating acid thus formed by 
the continuous addition of weaker nitrous vitriol, becomes the 
strong nitrous vitriol that is fed to the top of the Glover tower, 
and thus returns the recovered nitrous gases to the process. 

The acid coolers consist of a wooden tank, divided into com- 
partments, lined with lead, each compartment containing a 
series of lead pipe coils, the acid being fed into these coils by 
means of a silica funnel; the outlet end of the coil is brought 
to the top edge of the tank and ends in a trough leading to 
storage. The tank is kept full of moderately cold water, and 
the acid should not be admitted into the coils until they are 
cooled by the water. 

The use of nitric acid in the Glover tower has worked out 
in practice to better advantage than when niter pots are used 
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in the oven, as the action of the niter pots is not as regular as 
feeding nitric acid to the tower, the latter method being under 
the complete control of the operator. 

The 60° B4. acid is usually stored in steel tanks, or tanks 
built of wood and hned with lead, and it can be shipped in 
tank cars, tank wagons, carboys, or drums. 

If the acid is to be used for benzol washing, it will have to 
be concentrated, and it will therefore have to undergo a process 
of evaporation. The usual method of procedure in this case is 
to feed the acid into a cascade concentrating plant, this cascade 
arrangement consisting of a series of fused silica trays or basins, 
so set that the acid fed into the topmost basin overflows into 
the one directly below, and so on down the entire series. The 
heat applied under these basins slowly and gradually evaporates 
the water from the acid, and the latter thus becomes concen- 
trated more and more as it descends the series of trays, finally 
entering pot-type coolers, from whence it flows into a lead 
cooler, where the temperature is reduced to that of the atmos- 
phere, and then on into storage. The hot gases are drawn from 
the furnace to under the basins, and then pass out to a stack 
communicating with the atmosphere, while the acid fumes, due 
to evaporation, are drawn off in a separate flue and passed to a 
coke, or similar scrubber. 
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CHAPTER VII 
TESTS 

Test for Tar (Dry) in Coal Gas 

To test for tar, estimated as dry tar, since no account is 
taken of the contained water in this instance, a tul)e such as 
shown in Fig. 39 is inserted in the gas main; this tube should 
he of such length as to permit it to project a sufficient dis- 
tance into the gas main 
to avoid aspirating the 
skin of ''dead” gas near 
the outer circumference 
of the main, this projec- 
tion being usually from 
four to six inches, de- 
pending upon the diam- 
eter of the main. 



Fig. 39. — Tar Test. 


The clean, dry tube, having a bore of about one-half inch, 
is packed with glass wool as shown, and after having been 
placed in a desiccator for from one to two hours, the tube 
with its contents is accurately weighed and the weight noted. 
In placing the tube in the main care must be taken to see 
that the one-eighth inch orifice at the end is directly in the 
current of gas, the outer end of the tube being connected to 
the two wash bottles and meter as shown, the one bottle con- 
taining H2SO4 for the absorption of NH3, and the other con- 
taining NaOH for the absorption of H2S. 

After five or ten cubic feet of gas, the average temperature 
of which has been observed and noted at the meter, have 
passed through the apparatus, the glass test tube is connected 
to a Chapman or similar filter pump and the air, which 
is drawn through the H2SO4, is aspirated by means of the 
pump until a constant weight is secured, at least three weigh- 
ings being necessary to determine this weight. Then 
Increase in Weight 

CoitecteiOas Volume " S'™*”'® 
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and this product multiplied by 15.432 will give the grains of 
tar per 100 cubic feet. 

The CioHs content of this tar may be determined by placing 
two (2) wash bottles containing picric acid solution between 
the tar tube and the pump, the estimation of naphthalene 
being then carried out according to the method described 
for the naphthalene test. 

This method is one of usual practice, but Feld (see Journal 
ftir Gasbeleuchtung/’ Jan., 1911) states that a gas saturated 
w’ith fluid vapors at the temperature of saturation cannot 
absorb any more of these same vapors, and he based his 
method of tar determination on this principle, and proceeds 
as follows: 

The gas, the tar content of which is to be determined, is 
led through a dry tube filled with absorbent cotton, the 
exact weight of which is known, this tube being kept at 
the same temperature as the temperature of the gas while the 
test is being run, so that the absorbent takes up as little water 
with the tar as possible. The drying of the tar in the “U” 
tube is accomplished through the heat contained in gas which 
has been freed of tar fog and water, at the same or at a 
slightly lower temperature; as this gas is saturated with the 
vapors of tar constituents, but is water free, it can absorb 
water vapors, but no vapors of tar constituents. 

Fig. 40 shows the arrangement used by Feld; this consists 
of a rectangular, insulated vessel (a), the top being provided 
with the necessary plug holes in which three “U” tubes (6), 
(c), and (d) are inserted. The tubes (6) and (d) contain ab- 
sorbent cotton (or glass wool), while (c) contains calcium 
chloride; the vessel (a) is filled with a liquid having a tem- 
perature equivalent to the one at which the tar test is to be 
run. The tube (d) is first dried until it has a constant weight, 
the gas used for drying leaving the gas main at tube (e) and 
entering the tube (6), where it deposits all condensed 

tar constituents, then giving up its water content to the 
calcium chloride in (c), while in (d) the moisture contained in 
the cotton only is found. 

After tube (d) has been dried to a constant weight, it is 
connected directly to the gas main by means of tube (e) and 
by by-passing tubes (h) and (c) a measured quantity of gas 
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is led through it, after which tube (d) is again connected to 
and behind tubes (b) and (c) and dry, tar-fog free gas is 
again drawn through it. During the test, as wel as during 
the drying period, tube (d) is kept in the vessel (a) filled with 
warm water, and if the vessel (a) is weU insulated the water 
temperature will remain constant during the test, but if 
necessary the warm water may be renewed from time to time 
through the medium of inlet. (/) and outlet (fir). 

Owing to the fact that the gas retains its temperature while 
being passed through tube (d), the absorbed tar will contain 
but little water, and the drying process is therefore very rapid. 
Usually constant weight is secured in (d) as soon as a little 



more gas is passed through for drying than was used for the 
analysis, and tubes (b) and (c) are refilled from time to time 
as required. 

A tar test should either show the amount of tar fog re- 
maining in the gas at a determined temperature and at a 
predetermined point, or the amount of tar constituents which 
will be separated from the gas by cooling to a certain tem- 
perature at a point behind, or after the point where the test 
is made. In the first case the temperature of the bath is 
maintained at the temperature of the gas to be tested, and in 
the latter case at the temperature to which the gas is to be 
cooled. 

If, for example, the tar content of the gas is to be deter- 
mined directly ahead of the Pelouze, and if the temperature 
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of the gas at this point is 20° C. (68° F.), the temperature of 
the bath should be maintained at 20° C., but if the test is 
to determine how much tar will be separated by cooling the 
gas from 60° to 30° C. (140° to 86° F.), the test should be 
made at a point where the temperature of the gas is 60° C., 
and the temperature of the bath should then be maintained 
at 30° C., but in the latter case the gas should be passed very 
slowly through the tubes, so that the temperatures may be 
equalized. 

If it should be desired to determine the amount of tar fog 
present at 60° C., and how much tar oil or naphthalene wull 
be separated during a drop in temperature from 60° to 20° C. 
(140° to 68° F.), two test tubes are placed behind each other, 
the first being maintained in a bath of 60° C. and the second 
in a bath of 20° C., while the drying process can be carried 
out without any difficulty at the lower temperature, because 
the gas at a lower temperature is alw'ays saturated with the 
tar constituents which would be separated at a higher tem- 
perature, but in no case should the drying be carried out at a 
higher temperature than the one at which the test is to be 
run. 

Drying with gas consumes much less time than with air, 
and consequently Feld’s method has been adopted to quite 
an extent in Europe. 

Test for Naphthalene in Coal Gas: 

In making a test for naphthalene in crude gas containing 
NHs and H 2 S, wash bottle (A) containing a saturated solu- 
tion of oxalic acid, and bottle (E) containing an NaOH 
solution, Fig. 41, are placed before and after the two bottles 
(B) and (C) containing picric acid as shown. Twenty-five cc. 
of picric acid solution is placed in each of the bottles (B) 
and (C), and the 250 cc. flask (D) should contain 75 cc. of 
the same solution, while the NaOH equivalent of this 
picric acid solution should be determined prior to each test, 
unless more than one test per day is made. 

The glass tube, which in the case of crude gas should be 
filled with glass wool, is inserted into the gas main as shown, 
and from two to ten cubic feet of gas should be passed 
through the test, this volume depending upon the CioHs 
content of the gas. After this volume of gas has been passed. 
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the test is disconnected and the bottles (B) and (C) washed 
into flask (jD), sufficient picric acid being added from a pipette 
to make about 200 cc. of solution, after which the tube,(jP) 
is placed in the flask and connected to a Chapman pump, 
exhausting until all air bubbles cease to appear, after 
which the flask is sealed by pulling the glass tube up into 
the cork until the hole in the side of the tube no longer 
communicates with the flask. The flask is then placed in a 
water bath and boiled until all of the yellow crystals are 
dissolved. 

The flask should then stand for from six to eight hours, 
or until the flask is cold, after which the volume is made 
up to 250 cc. with distilled water; the contents are then 



agitated by shaking the flask, after which the contents are 
filtered through a dry filter into a dry beaker. Take 
25 cc. portions of the filtrate, using lacmoid as an indi- 
cator, and titrate with N / loNaOH until a final drop produces 
a green coloration. 

One cc. of N/ioNaOH is equivalent to 0.197 grain of CioHg, 
and if 175 cc. of the picric acid solution were used in the test, 
and if this is equivalent to cc. of N/ioNaOH, and if the 
250 cc. of filtrate is equivalent to cc. of N/ioNaOH 
then 

— X 100 = grains of CioHs per 100 cubic 

corrected gas volume 

feet of gas. 

It is very important that this test should be run and kept 
at the same temperature as that of the gas being tested, and 
this can best be done in the same manner as described in 
Feld^s tar test. 
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Test for Ammonia in Coal Gas: 

The standard solutions used in this test consist of standard 
HCl, Hydrochloric acid - 1 cc. = 0.5 grain N Ha, and standard 
NaOH, Sodium-hydroxide, 1 cc. = 1 cc. HCl = 0.5 grain NHg; 
it is extremely important that these two solutions should 
exactly check each other, or that 1 cc. of NaOH should 
neutralize 1 cc. of HCL 

Ten cc. of the standard HCl solution, with sufficient 
distilled water to provide a seal of from one-half to 
three-quarters of an inch, should be placed in each of two 
gas-washing bottles, these bottles being connected to the sam- 
pling tube which should be inserted into the gas main for a 
distance of about four inches, depending upon the diameter 
of the main, using rubber tubing for sleeve connections but 
bringing the ends of the glass tubes together in the sleeves. 
A bottle containing a 20 per cent NaOH solution should be 
placed before the wet experimental meter to absorb any H^S, 
as shown in Fig. 42, after which gas is passed through the 

solutions at the rate of 
one-half to three-quarters 
of a cubic foot per hour, 
the meter reading and 
the temperature of the 
gas leaving the meter 
being accurately ascer- 

Fig. 42.-Ammonia Test. 

Prior to the ammonia scrubber, the passing of one cubic 
foot of gas through the solutions will be sufficient for the 
test, but after the scrubber about five cubic feet should be 
run through the bottles, the latter test being so regulated that 
both tests will be run at the same time, these tests being for 
the purpose of determining the amount of ammonia removed 
from the gas in the scrubber. 

If much tar is present in the gas, the sampling tube leading 
to the wash bottles should be packed with glass wool in 
order to prevent the tar entering the bottles. 

After sufficient gas has been passed, the bottles are dis- 
connected, the contents washed into a clean beaker of at 
least 250 cc. capacity, a few drops of lacmoid indicator added, 
and enough of the standard NaOH solution run in from a 
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burette, so that a final drop of this solution causes a faint blue 
coloration of the liquid, indicating that the end point is 
reached, the solution being constantly stirred during titration. 

The following calculation will give the quantity of ammonia 
in the gas thus tested: 


Amount of standard HCl used 20 cc. 

“ NaOH for titration, say 14 cc. 

“ HCl combined 6 cc. 

Gas registered by test meter 1.00 cu. ft. 

Temperature of gas at outlet of meter 75°F. 

Corrected volume: 1.0 x 0.960 0.96 cu. ft. 


then 


6-^2 
0.96 
Excess 4- 2 


X 100 = 312.5 grains per 100 cubic feet, or 


X 100 = grains per 100 cubic feet. 


Corrected gas volume 

In order to make a standard sodium carbonate solution, 
take 55 grammes of dry Na^COs, C.P., and place it in a clean 
porcelain or platinum crucible and heat gently, weighing 
from time to time until the weight becomes constant, or until 
no further loss in weight is noted. This heating is best ac- 
complished by placing the crucible on a bent triangle and 
placing the latter on wire gauze (Fig. 43), as the crucible 
should only show a dull glow on the bottom. 

When the weight has become constant take exactly 50.330 
grammes of the carbonate and place it 
in a 500 cc. stoppered volumetric 
flask, then add distilled water to the 
mark on the flask. 

To prepare the standard HCl or 
hydrochloric acid ' solution in which 1 
cc. = 0.5 grain of NH3, place about 
160 cc. of C.P. hydrochloric acid of 1.19 
to 1.20 specific gravity and containing 
37.5 per cent HCl (absolute) in a 
liter flask, and add enough distilled water to fill to the 
mark on the flask. 

After being well shaken, a clean burette is filled with this 
solution and enough of it is run into a beaker, the latter con- 
taining 25 cc. of the sodium carbonate solution and a few 
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Fig. 43. — Ammonia 
Test. 
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drops of methylorange, the latter as an indicator, until a 
final drop from the burette causes a red coloration which 
remains permanent for one-half minute. 

If it requires 24.5 cc. of HCl for 25 cc. of Na^CO^, then 
each 980 cc. of the HCl must be diluted to 1000 cc., 
as 24.5 X 40 = 980 cc. equal to 1000 cc. Na^COg, and the 
dilution is necessary as 1 cc. HCl should exactly equal 1 cc. 
of Na 2 C 03 solution. 

After dilution, clean out burette and fill with the diluted 
solution, titrating as before until 25 cc. of HCl neutralizes 
25 cc. of Na^COs solution. 

To prepare a standard NaOH solution, dissolve 80 grammes 
of C.P. caustic soda in sufficient distilled water to make 
1000 cc. With a pipette place 25 cc. of this solution in a 
beaker and run in the standard HCl solution, using lacmoid 
as an indicator, until a final drop produces the end point; 
as it will probably require more of the HCl to neutralize, 
it will be necessary to dilute, as in the former case. 

Then the number of cc. of HCl x 40 = number of cc. to 
which 1000 cc. NaOH solution must be diluted, or 25.6 X 
40 = 1024 cc., or each 1000 cc. must be diluted to 1024 cc. 
with distilled water. 

After a thorough mixing, the solutions should be checked 
until they both agree in strength, and as the accuracy of ail 
tests depends upon the solutions, a great deal of care should 
be exercised in their manufacture; the sodium carbonate 
(Na 2 C 03 ) is the starting point, and if that is not just what 
it should be the other two solutions will also fail. The car- 
bonate should be well dried and not heated too high, other- 
wise the salt will lose CO 2 , and the HCl and NaOH must 
exactly check. 

Test for Cyanogen in Coal Gas: 

In testing for cyanogen, as practised in the United States, 
the following solutions are used: 

Ferrous sulphate (FeS 04 . 7 H 20 ) 10% Solution 

Sodium hydroxide (NaOH) or Potassium 

hydroxide 20% Solution. 

Zinc sulphate (ZnS 04 ), standard solution, the value of each 
cc. in terms of (CN )2 must be known. 

Ferric alum in a 2 per cent solution is used as an indicator. 
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Into each of three gas-washing bottles place 15 c.c. of the 
FeS04 solution and 15 c.c. of the KOH solution, and shake 
well to prevent the formation of lumps; then add sufficient dis- 
tilled water to provide a one-inch seal for the gas inlet tubes. 

Pass from 3 to 5 cubic feet of gas through the bottles, and 
then wash the contents of the bottles into a suitable casserole, 
being careful to remove all insoluble matter, and boil until no 
more NH3 is evolved, testing for this result with turmeric paper; 
wash the hot solution into a graduated volumetric flask, cool, 
and make up to the mark on the flask with distilled water, 
shake well and then filter through a dry filter. 

Place 50 or 100 c.c. portions of the filtrate in a beaker, and 
acidify to slightly acid reaction with dilute H2SO4; then add 
an excess of 10 c.c. of dilute acid, and titrate with the standard 
zinc solution until a final drop placed in proximity to a drop of 
the ferric alum solution on Schleicher and Schul drop reaction 
paper No. 601 shows no blue zone at the point of contact, 
care being taken that the iron solution does not touch the inner 
circle of the test drop. Then 

Total c.c. zinc used x equivalent (CN)2 per c.c. X 100 __ 

corrected gas volume grams 

per 100 cubic feet. 

To standardize the zinc solution, which may be made up 
by dissolving say 16.5 grammes of zinc sulphate C.P. in 1000 
c.c. of distilled water, a 1 per cent solution of potassium ferro- 
cyanide, K4Fe(CN)6, C.P., made with clear yellow crystals, 
is utilized. Twenty-five c.c. portions of this solution are made 
up to 100 c.c. with distilled water and acidified with dilute 
H2SO4, and after the addition of 10 c.c. more dilute acid, the 
solution is titrated with the zinc solution until a final drop 
does not produce the blue zone in contact with the drop of 
indicator. It is essential that the same conditions as to vol- 
ume and acidity be observed on both standardization and 
test titrations. Dividing the equivalent of the 25 c.c. in 
terms of the potassium ferro-cyanide by the number of c.c. of 
zinc solution used, will give the value of each c.c. of zinc solu- 
tion in terms of potassium ferro-cyanide, and multiplying this 
result by 0.3695 and again by 15.432 will give the equivalent 
of 1 c.c. ZnS04 solution in grains of cyanogen. 


TESTS 


209 


Determination of prussian blue in Cyanogen: 

The method devised by Feld to determine the “blue” 
content of cyanogen seems to give a simple, sure, and rapid 
analytic process for the use of those chemists who are com- 
pelled to analyze either spent oxide or cyanogen sludge and 
to determine its value based on “blue” content. 

. Feld showed (see “Journal fur Gasbeleuchtung,” 1904) by 
a great many tests that the loss in cyanogen through the 
formation of sulphocyanides is very large when the methods 
of analyses devised by Moldenhauer and Lybold, as vrell 
as Knublauch are used, due to the decomposition of the 
cyanogen in contact with caustic potash. He further claims 
that the method of Drehschmidt does not entail these losses, 
but that the conversion of cyanogen combinations into 
mercuric cyanide is a very slow process, and therefore leads 
to discrepancies. 

Table XIX gives the results of an examination of twelve 
samples of spent oxide according to Feld's method, and 
to the combined method of Knublauch and Drehschmidt 
as recommended by Burschell and Lubberger. This combi- 
nation analysis — breaking up cyanogen combinations with 
caustic potash, separating the “blue” therefrom, decom- 
posing the latter with mercuric oxide, and transposition into 
ammonium cyanide and sodium cyanide, and then titrating 
the latter according to Volliard — has to a great extent 
displaced the individual methods of both Knublauch and 
Drehschmidt. This combination method gives results which 
generally coincide with the Knublauch method, although the 
values are somewhat higher, but it is also subject to the 
danger of sulphocyanide formation by long contact with 
the caustic potash, while on the other hand the conversion 
of the pure, fine-particled “blue” into mercuric cyanide 
through boiling for fifteen minutes with mercuric oxide can 
be thoroughly accomplished without any loss. 

It is however, of extreme importance, after the ''blue” 
has been washed out, and during the remainder of the 
analysis, to use only such reagents as are free from chlorine, 
otherwise the result of the titration will be too high, and the 
chemist is cautioned that the zinc dust used to decompose 
the mercuric cyanide often contains chlorine which is difficult 
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t\ble xlx.-“blue” content of spent oxide 


According to Feld 

A 

ccording to Knublauch- 
Drehschmidt 

No. 

Value 

% 

Differ- 

ence 

Average 
value % 

Value 

% 

Differ- 

ence 

Average 
'value % 

Difference 

as com- 
pared with. 
Feld. % 

I 

9.106 

9.106 

0.000 

9.106 

9.09 

8.88 

0.21 

8.985 

-0.121 

Without 

Cyanogen 

Alkalies 

8.S69 

8.715 

0.154 

8.792 





II 

9.164 

9.221 

0.057 

9.193 

8.89 

8.72 

0.17 

8.805 

-0.388 

Without 

Cyanogen 

Alkalies 

8.978 

8.954 

0.024 

8.966 





III 

10.062 

10.120 

0.058 

10.091 

10.08 

9.88 

0.20 

9.980 

-0.111 

Without 

Cyanogen 

Alkalies 

10.043 1 
10.081 

0,038 

10.062 

i 




IV 

7.931 

7.931 

j 0.000 

7.931 

7.38 

7.33 

0.05 

7.355 

-0.576 

V 

8.959 I . . 
8.897 I 0.062 

8.928 

8.00 

8.00 

0.00 

8.000 

-0.928 

VI 

8.812 

8.812 

1 

0.000 

8.812 

8.20 

7.92 

0.28 

8.060 

-0.752 

VII 

8.100 

8.188 

0.088 

8.144 

7.66 

7.67 

0.01 

7.665 

-0.479 

VIII 

8.615 

8.591 

0.024 

8.603 

7.98 

7.90 

0.08 

7.94 

-0.663 

IX 

8.725 

8.772 

0.047 

8.748 

8.23 

8.25 

0.02 

8.24 

-0.508 

X 

9.040 

8.963 

0.077 

9.002 

8.43 

8.43 

0.00 

8.43 

-0.572 

XI 

9.470 

9.527 

0.057 

9.499 

9.29 

9.29 

0.00 

9.29 

-0.209 

XII 

8.925 

8.925 

0.000 

8.925 

8.68 

8.68 

0.00 

8.68 

-0.245 



to remove. As a whole, this method requires the utmost 
care, is rather difficult to carry out, requires a great deal of 
time, and, as stated before, does not give results which cannot 
be disputed. 

The simplicity and rapidity of Feld's method has therefore 
found much favor in Europe, especially as a method for 
forming the basis of all analysis for the sale of the “blue," 
where disputes so often arise between the chemist of the 
producer and the one employed by the purchaser. 

The principle upon which this method of Feld's is based 
consists in separating the cyanogen in the form of hydro- 
cyanic acid (HCN) from its various combinations by dis- 
tillation, its absorption in a sodium solution, and the direct 
determination of the resultant sodium cyanide with a nitrate 
of silver (AgNOa) solution. 

In order to prevent the iron cj^anide combinations being 
transformed into sulphocyanides during the analyses, the 
separation of the cyanogen (CN )2 with caustic potash must 
be done in a cold atmosphere and in the shortest possible 
time, and the further action of the caustic must be neu- 
tralized by adding magnesium chloride (MgCb) before heat- 
ing. The formation of sulphocyanides is thus totally 
obviated. Due to an exce^ of magnesium chloride solution 
all free caustic is converted into chloride with the separation 
of magnesium hydroxide, and ammonia and hydrogen sul- 
phide are soon liberated by boiling: 

KsS + MgCh + 2 H 2 O = Mg(OH)2 + 2KC1 + H 2 S, 
or the addition of magnesium chloride and water to the 
potassimn monosulphide, forms magnesium hydroxide and 
potassium chloride with the liberation of hydrogen sulphide. 

Thereupon the iron cyanide combinations are decomposed 
with a mercuric chloride solution, from which, due to the 
excess of magnesium chloride and in spite of the alkalinity 
of the solution, no mercuric oxide is separated, but mercuric 
cyanide is produced with a separation of ferric hydroxide, or 

2K4Fe(CN)6 + SHgCb + 3Mg(OH)2 = 6Hg(CN)2 + Hg2Cl2 
+ 2Fe(OH)3 + 8KC1 + SMgCh. 

The complete decomposition is indicated by a light 
brownish-red precipitate in the clear liquid. The excess of 
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the amount of magnesium chloride over that equivalent to the 
alkali should be such that from 3 to 4 molecules of MgCl 2 
should be present for each molecule of HgCb, because with 
a less amount mercuric oxide, or basic mercury salts, is sepa- 
rated, retarding the transposition into mercuric cyanide. 

The solution of mercuric chloride must be added to the 
boiling iron cyanide solution in a boiling condition, since if 
one of the solutions should not be hot enough, mercuric 
ferro-cyanide, which is dfficult to decompose, will be formed. 

The HCN is liberated from the mercuric cyanide by dis- 
tilling with dilute sulphuric acid, absorbing it in a dilute 
sodium solution. 

As an indication of incomplete decomposition while boil- 
ing with the mercuric chloride solution, a blue discoloration 
will appear after the acid has been added, due to the action 
of the iron sulphate on the mercuric ferro-cyanide. Traces, 
which always escape during any process of decomposition, 
will give the distillation residual a dirty-green color. The 
excess of acid, after the removal of the amount equivalent 
to the alkali present, must be equivalent to at least four 
to five times the added mercuric chloride. 

During distillation sulphur, evolved from free sulphur or 
from polysulphides, also passes over and dissolves in the 
sodium solution forming sulphide or thiosulphate, and thus 
disturbs the titration with the silver solution, but the addi- 
tion of about 0.5 gramme of lead carbonate solves this 
difificulty. 

According to whether the total cyanogen, or only that part 
which is in combination with iron, is to be determined, the 
free alkaline cyanide is either transformed into iron cyanide 
by the addition of iron sulphate, 

6NH4CN + 6NaOH + FeS 04 = Na 4 Fe(CN )6 + Na^S 04 + 
6NH3 + 6H2O, 

or the cyanogen contained in the potassium cyanide is 
liberated by heating with magnesium chloride: 

2KCN + MgCb + 2 H 2 O - Mg(OH)2 + 2KC1 + 2HCN. 

Feld recommends that a few c.c. of potassium iodide be 
added for the titration of the sodium cyanide with the silver 
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solution, and states that the titration will be correct even 
though chlorides are present. 

The apparatus recommended by Witzeck for this analysis 
is shown in Fig. 44. 

The solution to be distilled is placed in the flask (Ji) 
having a capacity of 700 c.c. A dropper (B) combined with 
the Leibig condenser (C) is passed into the flask through a 
rubber stopper on the one side, and a funnel (D) with a 
glass cock on the other side, this funnel serving to admit 
the sulphuric acid. The condenser terminates in a flask 
(E) containing the sodium solution, this flask also being 



connected to a safety tube (F) comprising three bulbs, the 
latter also containing sodium solution. 

The total cyanogen in spent oxide, or in cyanogen sludge, 
is then determined as follows: 

Two grammes of the mass (or 0.5 gramme of sludge) are 
placed in a mortar and 1 c.c. of 2 /NFeS 04 . 7 H 20 solution 
(278 grammes of iron vitriol per liter) is added together 
with 5 c.c. of 8/NNaOH (320 grammes per liter). This is 
pestled for five minutes, and then 50 c.c. of G/^MgCh solution 
(610 grammes per liter) is slowly added, the mixture being 
constantly stirred, after which the entire mass is washed 
with hot water into the distilling flask (A), sufficient hot 
water being added to make up about 200 c.c.; after boiling 
about five minutes, 100 c.c. of boiling N/sHgCh solution (27.1 
grammes of sublimate per liter) is added to the mixture, and 
then boiled again for ten more minutes, after which flask (A) 
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is connected to the condenser, 30 c.c. of 8/NH2SO4 (392 grammes 
per liter) are added, and then distilled for from 20 to 30 min- 
utes; flask (E) is supplied with 20 c.c. of 2/NNaOH (80 grammes 
per liter). If the distillate is turbid, 0.5 gramme of lead car- 
bonate is added to the measuring flask to which it has been 
transferred. 

Aliquot portions of the solution, after the addition of 5 c.c. 
of N/4KI (41.5 grammes per liter) are titrated with N/ioAgNOs, 
the end point being indicated by the formation of a yellowish- 
milky turbidity. One c.c. of N/ioAgNOs (17.0 grammes per 
liter) is equivalent to 0.009548 gramme of ^^prussian blue,^' 
Fe7(CN)i8. 

DETERMINATION OF BENZENE, TOLUENE, AND SOLVENT 
NAPHTHA IN LIGHT OILS 

Method of D. Wilson and L Roberts, Laclede Gas Light 
Company, St, Louis, Mo. 

2100 c.c. of the crude oil is placed in a 2500 c.c. separatory 
funnel, and 100 c.c. of sulphuric acid (1.84 specific gravity) is 
slowly added. If much heating should take place, the acid 
should be added a little at a time, and thoroughly mixed with 
the oil by shaking for about one minute after each addition. 
The mixture of oil and acid should not be cooled unless the 
container becomes uncomfortably warm, and in that case it 
should be cooled only to about 50° C. (122° F.), as a warm 
temperature is especially conducive to good and quick separa- 
tions when working with oils which are liable to heat very 
much; oils of this character also will create considerable pressure 
in the vessel and this condition should be relieved every few 
seconds by inverting the container and opening the stopcock. 

After all the acid has been added, the mixture is agitated 
thoroughly for five minutes and then allowed to stand for 
fifteen minutes, in order that the acid tar may settle out. At 
the end of this, period the sludge is carefully drawn off into a 
beaker of water, and if it partially dissolves in the water, 
forming a muddy solution, suflGicient acid will have been added 
to destroy the olefines; if the sludge sinks to the bottom without 
mixing with the water, a second 100 c.c. of acid must be added, 
and the above procedure repeated. This acid treatment must 
be. repeated until the sludge partially dissolves in the water. If 
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any oil should follow the sludge, it can be blown off into a small 
separatory funnel, the water can be drawn off, and the oil 
then returned to the main sample. After the final acid treat- 
ment, a little water is poured down the side of the container, 
allowed to settle, and is then drawn off, thus removing the small 
amount of sludge remaining in the bottom. 

200 c.c. of warm sodium hydroxide solution (1 to 10) is now 
added, and the mixture is thoroughly agitated for five minutes. 
This should change the oil to a lighter color, but if this change 
fails to appear, a little more of the hydroxide should be added. 
The mixture is now allowed to settle until a clean-cut separa- 
tion between the oil and the hydroxide appears, after which the 
hydroxide is carefully drawn off. 



This washed oil is now placed in the one-gallon copper stiU, 
fitted for live steam distillation. Fig. 44a,* this still is connected 
to a Liebig condenser having a 30-inch jacket, ending in an 
adapter on the lower end of the condensing tube. The washed 
oil is heated in the still to the boiling point by means of a small 
burner underneath, and a slow current of steam is then turned 
into the still. (One half-gallon still, fitted with a large riser 
to permit of draining back any condensation, will furnish suf- 
ficient steam for this distillation.) Distillation is continued 
until the flow of oil practically ceases, and the temperature 
of the vapors leaving the still will gradually rise to 100'^ C. 
(212° F.) before the distillation is finished. If a small flame is 
maintained under the steam still during distillation, it will 
prevent the condensation of much steam in the still, and also 
increase the rate of distillation. The distillate is collected in 
the same vessel as was used for the acid treatment, and the 
water is drawn off when necessary. When the distillation is 
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completed, the remaining water is carefully drawn off, and the 
oil is measured at the original temperatures. 

The oil is now dried by passing it through the calcium chlo- 
ride dryer (Fig. 44b), and I-t of if® volume (measured at the 
same temperature) is placed in the copper flask of the fractional 
distillation apparatus. The calcium chloride dryer consists of a 
1-inch by 30-inch tube, 
the bottom of the tube 
containing glass wool, the 
remainder of the tube 
being filled with fresh 
granular calcium chloride. 




Fig. 44b . — Calcium Chloride 

Dryer. Fig. 44c. -—Fractional Distillation Apparatus. 


The fractional distillation apparatus for benzene, toluene, and 
solvent naphtha is shown in Fig. 44c. A 2200-c.c. copper flask 
(H) is fitted with a 40-inch Hempel column (G) having an in- 
side diameter of 1 inch and filled with |-inch glass balls for 
36 inches of its length. Attached vertically to the top of the 
Hempel column, is a 21-inch Liebig condenser tube (C), with 
the enlarged end up, this tube having an inside diameter of 
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i inch. The condenser tube is supplied with an open-top 
Liebig condenser or dephlegmator jacket, 14 inches long (E), 
and is fitted inside with a sealed tube (F), | inch by 16 inches 
outside, set concentrically by means of vertical wires or by 
protuberances on the tube itself. The top of the condenser 
tube is fitted with a side-neck connecting tube (B), the de- 
livery tube of which is bent down, and connected to a Liebig 
condenser (J) with a 30-inch jacket set almost vertical. An 
extra long condenser tube, with an adapter on its lovrer end, 
is used, thus bringing the distillate down to a convenient place 
for changing the receivers. The top of the apparatus is sup- 
plied with a |-inch thermometer (A), and the condenser jacket 
is provided with a dephlegmator thermometer (D). 

All vapor temperatures are measured with a certified gas- 
filled Centigrade thermometer, which is scaled for S-inch 
immersion, and has a range of 75"^ to 150° C. (167° to 302° F.) 
in one-fifth degrees. The graduations start about one inch 
from the immersion line, so as not to be covered by the cork, and 
run about forty to the inch. All thermometers used for any of 
the distillations are set with the immersion line at the bottom of 
the cork, and the top of the bulb not higher than the bottom 
of the side-neck opening. All volumetric measurements are made 
in stoppered cylinders at a temperature of 20° C. (68° F.). 

A Jena side-neck flask is used for distilling off the desired 
portion of the naphtha remaining in the copper flask at the end 
of the distillation period, a 12-inch Liebig condenser and a 3-inch 
immersion certified thermometer, graduated in single degrees, 
being used for this purpose. 

The intermediates and known mixtures are tested in a 50-c.c. 
Jena side-neck flask connected to a Liebig condenser ha\mg 
a 12-inch jacket, and set at an angle of about 30° from the 
horizontal, the lower end of the condenser tube being provided 
with an adapter, while the temperatures are taken with the one- 
fifth degree thermometer. The measuring cylinder is graduated 
in 0.2 c.c. 

The oil is purified in a 2500-c.c. separatory funnel, or in a 
half-gallon aspirator bottle with a glass stop-cock inserted in 
the upper stopper. 

In order to prevent excessive distillation losses, the following 
precautions should be taken: (1) While making tests, all con- 
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densers and receivers in use should be cooled to at least 15° C. 
( 59 ° F.), (2) Extra select corks should be used for connections. 

(3) While the distillate is being collected, a damp cloth should 
be wrapped around the adapter and the receiver opening in 
order to prevent the circulation of air. 

If the fractional distillation apparatus is new, it will be best 
to boil some solvent naphtha in the copper flask, until the whole 
column is filled with vapors, then cool the flask with water and 
allow the column to drain for 15 minutes, thus practically 
eliminating the error that would otherwise be due to oil re- 
maining in the column. 

After the washed oil has been placed in the copper flask, the 
latter is connected tightly to the column, the dephlegmator 
Jacket is filled with water, and the flask is slowly heated. After 
the oil begins to boil, the condensation in the column will be 
rapid, and it may fill up with liquid, in which case the burner 
should be withdrawn just long enough to allow the column to 
drain. As soon as the distillate begins to come over, the rate 
should be regulated to one drop each second. 

The first runnings are taken off up to 79° C. (corrected) or 
174° F. As benzene will at times come over below this tem- 
perature, due to a small amount of water in the oil, it is best 
to test this fraction for paraffins. The amount absorbed then 
can be added to the benzene percentage. The rate is now 
increased to 5 c.c. per minute, and the temperature will soon 
become stationary (80°— 80.5° C. or 176°- 177° F.) and re- 
main so until most of the benzene is over. As soon as the tem- 
perature begins to rise again, the rate is again decreased to one 
drop a second until 81° C. (corrected) (178° F.) is reached, 
when the benzene fraction is taken off. Up to this point, the 
water leaving the dephlegmator should be kept at a temperature 
well below 80° C. (176° F.), but high enough to permit the 
distillation to take place at the stated rate. 

The next fraction, which Wilson and Roberts call the B-T 
intermediate, is distilled at the rate of one drop a second, the 
dephlegmator water supply is shut off, and as soon as the 
water boils it is quickly drawn off and replaced with a hot 
solution of calcium chloride having a boiling point of 105° C. 
(221 F.). This fraction is taken off when the temperature 

reaches 109° C. (corrected) (228° F.). 
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Toluene now comes over, and while it is being collected the 
rate is increased to 5 c.c. a minute after having wrapped the 
Hemple colunm in asbestos paper. The temperature will soon 
become constant around 110.5^-111° C. {231°-232° F.), and 
when it starts to rise again the rate is decreased to one drop 
a second, and the fraction is taken off when the temperature 
reaches 111.5° C. (corrected) (233° F.). 

The calcium chloride solution is now removed from the de- 
phlegmator, the remainder of the column is wrapped in asbestos 
paper, and the distillation is continued at the rate of one drop 
a second until 137° C. (corrected) (247° F.) is reached, when the 
distillation is stopped. The condenser is allowed to drain and 
the T-S intermediate is taken off. 

The asbestos wrappings are now removed, the copper flask 
is cooled with water, and the column is allowed to drain for 
15 minutes. The naphtha remaining in the flask may be 
measured or distilled off to any desired temperature in the Jena 
side-neck flask. The distillation loss should not exceed one or 
two per cent, and this can be proportionately added to the vari- 
ous constitutents if the content percentage of the oil is desired. 

The intermediates can be taken at the average figures of 
two-thirds of benzene to one-third of toluene, and two-thirds 
of toluene to one-third of xylene, or their composition can be 
determined as described below, and the amounts of benzene, 
toluene, and solvent thus found is added to their respective 
fractions. 

To test the intermediates, 20 c.c. are distilled in the 50 c.c. 
side-neck flask at the rate of one drop each second. The 
corrected temperature is noted when the first drop falls into 
the measuring cylinder, and also the percentage off at the even 
degrees (corrected), i.e., 86, 88, 90, etc., and 114, 116, 118, etc. 
Known mixtures are also distilled in the same way, and a per- 
manent table is thus prepared. The composition of the in- 
termediates can then be determined very closely by comparison. 
The following benzene-toluene and toluene-xylene mixtures will 
cover most intermediates: 60/40, 65/35, 70/30, 70/25. 

The oils for preparing these mixtures can be obtained by dis- 
tilling some of the pure oils in the fractionation apparatus; the 
benzene and toluene should be taken off while the temperature 
remains constant, and the xylene between 137° and 140° C. 
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(279° and 284° F.)- If the intermediate should be less than 
20 C.C., toluene (prepared as above) is added to make 20 c.c., 
and due allowance must later be made for this addition. The 
50-c.c. flask should be supported by a 6-inch square of asbestos 
board about J inch thick, this asbestos being provided with a 
1-inch diameter hole in the center. 

The steam distillation may be omitted if desired, in which 
case the oil should be measured after the washing with sodium 
hydroxide. The naphtha residue from the fractional distilla- 
tion is distilled to the desired temperature, and the oil remain- 
ing in the flask is measured. 

A low rate of distillation is desirable as the temperature rises 
to 81° and 111.5° C. (178° and 236° F.), thus assisting to pro- 
duce small intermediates. 

In order to correct for the effect of barometric pressure, the 
following fractional degrees should be added or subtracted for 
each mm. of pressure above or below 760 mm. respectively: 


8F C. (178^^ F.) 0.043 

109° and 111.5° C. (228° and 236° F.) 0.047 

137° C. (247° F.) • 0.052 

Benzene-toluene intermediate 0.045 

Toluene-xylene intermediate 0.050 


By starting with less than 2200 c.c. and using a smaller 
copper flask, the time of distillation can be cut proportionately, 
but the fractionating efficiency will remain the same in either 
case; however, unless the oil contains at least 8 per cent of 
solvent naphtha, it will be best to start with more than 1000 c.c. 
of the crude oil, as about 70 c.c. of naphtha are required to send 
the T-S intermediate over. 


Sample Distillation, p^j. 

Oil after steam distillation 93.3 

Up to 79° C. (174° F.) 0.2 

(due to water) 

81° C. (178° F.) 44.7 

109° C. (228° F.) 2.4 85.15 

(exceptional) 

111.5° C. (236° F.) 37.1 

137° C. (247° F.) 2.0 65.35 

Residue (solvent naphtha) 6.5 

Distillation loss 0.4 
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Summing up, and eliminating the loss, we have: 

Per cent 
0.2 
44.7 
2.0 

0.2 (loss) 

47.1 47 . 1 % 

0.4 

37.1 
1.3 

0.2 (loss) 

39.0 39 . 0 % 

0.7 
6.5 

7.2 7 . 2 % 

6 . 7 % 

100 . 0 % 

As the specific gravity of benzene at 15° C. (59° F). is very 
close to 0.88, and that of toluene and solvent naphtha close to 
0.87, specific gravities lower than these figures would indicate 
paraffins. These can be tested for as follows: 

10 c.c. of oil to be tested are carefully measured into a 110-c.c. 
flask (with 10 c.c. graduations in tenths on the neck) and 25 c.c. 
of a mixture containing two parts by weight of sulphuric acid 
(sp. gr. 1.84), with one part of fuming sulphuric acid (20 per 
cent), are added; this mixture is agitated thoroughly for several 
minutes, and then allowed to stand for half an hour. The 
volume is then made up to nearly 110 c.c. by pouring concen- 
trated sulphuric acid down the side of the flask. After being 
allowed to stand for an hour, the paraffins can be read off. 

The advantages to be secured with this method, and with 
the apparatus developed for the purpose, are: 

(1) The benzene and toluene produced will distill within 
1.5° C. when tested in a side-neck distillation flask. 

(2) The intermediates will average 25 c.c., and should not 
exceed 40 c.c. 

(3) One fractional distillation will give the percentage of ben- 
zene, toluene, and solvent naphtha within a few tenths of 1 per 
cent. 

(4) If the distillation is carried straight through at a rate 
not exceeding one drop a second, the benzene and toluene 


Benzene 


Toluene 


Solvent naphtha 

Olefines, etc 
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produced will distill 97 per cent within one degree, the inter- 
mediates remaining the same as above. 

C. P. GRADES 

Benzol Specifications. No standard specifications for benzol 
and its homologues have as yet been adopted in this country, 
but the following are used by the larger dealers in these products: 

Pure Benzol. Under this specification 100 per cent of the 
material shall distill entirely within “a range of 2° C., and in 
w^hich range shall be included the true boiling point of benzol. 
When three parts of the benzol are shaken with one part of 
C.P. sulphuric acid and allowed to stand for fifteen minutes, 
the benzol shall remain colorless and the acid may be slightly 
colored. 

Pure Toluol. 100 per' cent of the material shall distill en- 
tirely within a range of 2° C,, in which range shall be included 
the true boiling point of toluol. When three parts of the toluol 
are shaken with one part of C.P. sulphuric acid and allowed 
to stand for fifteen minutes, the toluol shall remain colodess 
and the acid may be slightly colored. 

COMMERCIAL GRADES 

90 Per Cent Benzol. 90 to 93 per cent shall distill below 
100° C.; specific gravity at 15.5° C. about 0.88. Color, water 
white. In sulphuric acid wash test only very slight color shall 
be imparted to acid (1.5 bichromate scale). 

SO Per Cent Benzol. 50 per cent shall distill below 100°, 
90 per cent below 120° C.; specific gravity about 0.88. Color, 
water white. In sulphuric acid wash test only slight yellow 
color shall be imparted to acid. 

Toluol. 90 per cent shall distill between 100 and 120° C.; 
specific gravity about 0.87. Color, water white. In sulphuric 
acid wash test only slight yellow color shall be imparted to acid. 

Solvent Naphtha. Distillation does not begin below 120° C. 
and 90 per cent distills below 160°; specific gravity about 0.87 
to 0.88. Color, water white to slightly yellow. Sulphuric acid 
colored slightly yellow by wash test. 
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TABLE XX. — COEFFICIENTS FOR VOLUME CORRECTION 
TO 60° F. OF GAS MEASURED AT DIFFERENT 
TEMPERATURES 


Temperature 


40 

41 

42 

43 

44 

45 

46 

47 

48 

49 

50 

51 

52 

53 

54 

55 

56 

57 

58 

59 

60 
61 
62 

63 

64 

65 

66 

67 

68 


Coefficient 


1.050 

1.049 

1.045 

1.042 

1.040 

1.038 

1.035 

1.032 

1.030 

1.028 

1.025 

1.022 

1.020 

1.018 

1.015 

1.013 

1,010 

1.008 

1.005 

1.003 

1.000 

0.997 

0.995 

0.993 

0.990 

0.987 

0.985 

0.982 

0.979 


Temperature 


69 

70 

71 

72 

73 

74 

75 

76 

77 

78 

79 

80 
81 
82 

83 

84 

85 

86 

87 

88 

89 

90 

91 

92 

93 

94 

95 

96 

97 


Ceefficient 


0.977 

0.974 

0.971 

0.968 

0.966 

0.963 

0.960 

0.958 

0.955 

0.952 

0.949 

0.946 

0.944 

0.941 

0.938 

0.935 

0.932 

0.930 

0.927 

0.924 

0.922 

0.919 

0.916 

0.913 

0.910 

0.W7 

0.905 

0.902 

0.900 



TABLE XXII. — SPECIFIC GRAVITY OF SAL-AMMONIAC 
SOLUTIONS AT 15° C. (59° F.) (GERLACH) 


Specific 

gravity 

Percentage 

NH 4 CI 

Specific 

gravity 

Percentage 

NH 4 CI 

Specific 

gravity 

Percentage 

NH 4 CI 

1.00316 

1 

1.03081 

10 

1.05648 

19 

1.00632 

2 

1.03370 

11 

1.05929 

1 20 

1.00948 

3 

1.03658 

12 

1.06204 

21 

1.01264 

4 

1.03947 

13 

1.06479 

22 

1.01580 

5 

1.04325 

14 

1.06754 

23 

1.01880 

6 

1.04524 

15 

1.07029 

24 

1.02180 

7 

1.04805 

16 

1.07304 

25 

1.02481 

8 

1.05086 

17 

1.07575 

26 

1.02781 

9 

1.05367 

18 

1.07658 

26.297 
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TiRTF VXIIL- SPECIFIC GRAVITY OF CAUSTIC AMMONIA 
CONTAINING DIFFERENT QUANTITIES OF NH 3 . TEMP. 

14° (C. 57° F.) (CARIUS) — Continued 


Specific 

gravity 

Percentage 

NH3 

I Specific 

! gravity 

Percentage 

NH3 

Specific 

gravity 

Percentage 

NH3 

0.949S 

12.6 

0.9654 

8.4 

0.9823 

4.2 

0.9505 

12.4 

0.9662 

8.2 

0.9831 

4.0 

0.9512 

12.2 

0.9670 

8.0 

0.9839 

3.8 

0.9520 

12.0 

0.9677 

7.8 

0.9847 

3.6 

0.9527 : 

11.8 

0.9685 

7.6 

0.9855 

3.4 

0.9534 

11.6 

0.9693 

7.4 

0.9863 

3.2 

0.9542 

11.4 

0,9701 

7.2 

0.9873 

3.0 

0.9549 

11.2 

0.9709 

1 7.0 

0.9882 

2.8 

0.9556 

11-0 

0.9717 

1 6.8 

0.9890 

2.6 

0.9563 

10.8 ' 

0.9725 

6.6 

0.9899 

2.4 

0.9571 

10.6 

0.9733 

6.4 

0.9907 

2.2 

0.9578 

10.4 

0.9741 

6.2 

0.9915 

2.0 

0.9586 

10.2 

0.9749 

6.0 

0.9924 

1.8 

0.9593 

10.0 

0.9757 

5.8 

0.9932 

1.6 

0.9601 

9.8 

0.9765 

5.6 

0,9941 

1.4 

0.9608 

9.6 

0.9773 

5.4 

0.9950 

1.2 

0.9616 

9.4 

0.9781 

5.2 

0.9959 

1.0 

0.9623 

9.2 

0.9790 

5.0 

0.9967 

0.8 

0.9631 

9.0 

0.9799 

4.8 

0.9975 

0.6 

0.9639 

8.8 

0.9807 

4.6 

0.9983 ! 

0.4 

0.9647 

8.6 

0.9815 

4.4 

0.9991 

0.2 
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TABLE XXIV. -SPECIFIC GRAVITY OF SULPHURIC ACID 
AT 15° C. (59° F.) (KOLB) — Continued 






100 parts by weight 
correspond to 

1 liter contains 
kilos 

Sp. Gr. 

Deg. 

B6 

Deg. 

Twd. 

Per cent 

Per cent acid 

Chemically 
pure acid 

Acid of 
60** 

Acid of 
50** B6 

SOs 

HaSO 

of 60** 
B4 

of 50** 
B6 

SO 2 

H 2 SO 4 

1.424 

43 

84.8 

42.9 

52.6 

67,4 

84.2 

0.611 

0.749 

0.960 

1.198 

1.438 

44 

87.6 

44.1 

54.0 

69.1 

86.4 

0.634 

0.777 

0.994 

1.243 

1.453 

45 

90.6 

45.2 

55.4 

70.9 

88.6 

0.657 

0.805 

1.030 

1.288 

1.468 

46 

93.6 

46.4 

56.9 

72.9 

91.0 

0.681 

0.835 

1.070 

1.336 

1.483 

47 

96.6 

47,6 

58.3 

74.7 

93.3 

0.706 

0.864 

1.108 

1.382 

1.498 

48 

99.6 

48.7 

59.6 

76.3 

95.4 

0.730 

0.893 

1.143 

1.429 

1.514 

49 

102.8 

49.8 

61.0 

78.1 

97.6 

0.754 

0.923 

1.182 

1.477 

1.530 

50 

106.0 

51.0 

62.5 

80.0 

100.0 

0.780 

0.956 

1.224 

1.530 

1.540 

51 

108.0 

52.2 

64.0 

82.0 

102.4 

0.807 

0.990 

1.268 

1.584 

1.563 

52 

112,6 

53.5 

65.5 

83.9 

104.8 

0.836 

1.024 

1.311 

1.638 

1.5S0 

53 

116.0 

54.9 

67.0 

85.8 

107.2 

0.867 

1.059 

1.355 

1.694 

1.597 

54 

119.4 

56.0 

68.6 

87.8 

109.7 

0.894 

1.095 

1.402 

1.752 

1.615 

55 

123.0 

57.1 

70.0 

89.6 

112,0 

0.922 

1.131 

1.447 

1.809 

1.634 

56 

126.8 

58.4 

71.6 

91.7 

114.6 

0.954 

1.170 

1.499 

1.872 

1.652 

57 

■ 130.4 

59.7 

73.2 

93.7 

117.1 

0.986 

1.210 

1.548 

1.936 

1.671 

58 

134,2 

61.0 

74.7 

95.7 

119.5 

1.019 

1.248 

1.599 

1.996 

1.691 

59 

139.2 

62.4 

76.4 

97.8 

122.2 

1.055 

1.292 

1.654 

2.037 

1.711 

60 

142,2 

63.8 

78.1 

100.0 

125.0 

1.092 

1.336 

1.711 

2.118 

1.732 

61 

146.4 

65.2 

79.9 

102.6 

127.8 1 

1.129 

1.384 

1.772 

2.284 

1.753 

62 

150.6 

66.7 

81.7 

104.3 

130.7 i 

1.169 

1.434 

1.838 

2.294 

1.774 

63 

154.8 

68.7 

84,1 

107.7 

134.0 

1.219 

1.492 

1.911 

2.387 

1.796 

64 

159.2 

70.6 

86.5 

110.8 

138.0 

1.268 

1.554 

1.990 

2.416 

1.819 

65 

163.8 

73.2 

89.7 

114.8 

143.5 

1.332 

1.632 

2.088 

2.671 

1.842 

66 

168.6 

81.6 

100.0 

128.0 

149.4 

1.523 

1.842 

2.358 

2.872 


TABLE XXV. — STRENGTH OF CAUSTIC SODA SOLUTION 
AT 15° C. (59° F.) 


Sp. Gr. 

Baum^ 

Twaddell 

Per cent 
NaiO 

Per cent 
NaOH 

1 cubic meter con- 
tains in kilos 

NA 2 O 

NaOH 

1.007 

1 

1,4 

0.47 

0.61 

4 

6 

1.014 

2 

2.8 

0.93 

1.20 

9 

12 

1.022 

3 

4.4 

1.55 

2.00 

16 

21 

1.029 

4 

5.8 

2.10 

2.71 

22 

28 

i.oae 

5 

7.2 

2.60 

3.35 

27 

35 

1.045 

6 

9.0 

3.10 

4.00 

32 

42 

1.052 

7 

10.4 

3.60 

4.64 

38 

49 
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TABLE XXV. — STRENGTH OF CAUSTIC SODA SOLUTION 
AT 15° C. (59° F.)— Continued 


Sp. Gr. 

Baume 

Twaddell 

Per cent 
Na^O 

Per cent 
NaOH 

1 cubic meter con- 
tains in kilos 

Na^O ; 

NaOH 

1.060 

8 

12.0 

4.10 

5.29 

43 1 

56 

1.067 

9 

13.4 

4.55 

5.87 

49 i 

63 

1.075 

10 

15.0 

5.08 

6.55 

55 1 

70 

1.083 

11 

16.6 

5.67 

7.31 

61 1 

79 

1.091 

12 

18.2 

6.20 

8.00 

68 i 

87 

1.100 

13 

20.0 

6.73 

8,68 

74 

95 

1.108 

14 

21.6 

7.30 

9.42 

81 

104 

1.116 

15 

23.2 

7.80 

lO.C^ 

87 

112 

1.125 

16 

25.0 

8.50 

10.97 

96 I 

123 

1.134 

17 

26.8 

9.18 

11.84 

104 i 

134 

1.142 

18 

28.4 

9.80 

12,64 

112 1 

144 

1.152 

19 

30.4 

10.50 

13.55 

121 ; 

156 

1.162 

20 

32.4 

11.14 

14.37 

129 i 

167 

1.171 

21 

34.2 

11.73 

15.13 

137 i 

177 

1.180 

22 

36.0 

12.33 

15.91 

146 : 

188 

1.190 

23 

38.0 

13.00 

16.77 

155 1 

200 

1.200 

24 

40.0 

13,70 

17.67 

164 i 

212 

1.210 

25 

42.0 

14.40 

18.58 

174 

225 

1.220 

26 

44.0 

15.18 

19.58 

185 

239 

1.231 

27 

46.2 

15.96 

20.59 

196 

253 

1.241 

28 

48.2 

16.76 

21.42 

208 

266 

1.252 

29 

50.4 

17.55 

22.64 

220 

283 

1.263 

30 

52.6 

18.35 

23-67 

232 

299 

1.274 

31 

54.8 

19.23 

24.81 

245 

316 

1.285 

32 

57.0 

20.00 

25.80 

257 

332 

1.297 

33 

59.4 

20.80 

26.83 

270 

348 

1.308 

34 

61.6 

21.55 

27.80 

282 

364 

1.320 

35 

64,0 

22.35 

28.83 

295 

381 

1.332 

36 

66.4 

23.20 

29.93 

309 

399 

1.345 

37 

69.0 

24.20 

31.32 

326 

420 

1.357 

38 

71.4 

25.17 

32.47 

342 

441 

1.370 

39 

74.0 

26.12 

33.69 

359 

462 

1.383 

40 

76.6 

27.10 

34.96 

375 

483 

1.397 

41 

79.4 

28,10 

36.25 

392 

506 

1.410 

42 

82.0 

29.05 

37.47 

410 

528 

1.424 

43 

84.8 

30.0$ 

38.80 

428 

553 

1.438 

44 

87.6 

31.00 

39.99 

446 

575 

1.453 

45 

90.6 

32.10 

41.41 

466 

602 

1.468 

46 

93.6 

33.20 

42.83 

487 

629 

1.483 

47 

96.6 

34.40 

44.38 

510 

658 

1.498 

48 

99.6 

35.70 

46.15 

535 

691 

1.514 

49 

102.8 

36.90 

47.60 

559 

721 

1.530 

50 

106,0 

38.00 

49.02 

581 

750 


230 


APPENDIX 


TABLE XXVI. — REDUCTION OF GAS. VOLUMES TO 0® 
AND 760 MM. 

Volume at 0» and 760 mm. = * and (F - v) 

V = observed volume of gas 

t = observed temperature of gas in degrees Centrigade 
P = observed barometric pressure, corrected, in millimeters 
p = tension of aqueous vapor in millimeters 
The logarithm of the volume at 0® and 760 mm. is obtained by adding the 

logs of. and (1 +.003677)) 



! 

Logarithm of 

1 

Tension 
aqueous vapor 

mm. 

"C. 

1 

Logarithm of 

1 

1 Tension 
aqueous vapor 

mm. 

760(1+ .00367t) 

760(1. +00367t) 

0. 

3.11919 

4.60 

5.8 

3.11004 

6.90 

0.2 

3.11887 

4.65 

6.0 

3.10973 

7.00 

0.4 

3.11855 

4.71 

6.2 

3.10942 

7.09 

0.6 

3.11824 

4.78 

6.4 

3.10911 

7.19 . 

0.8 

3.11792 

4.85 

6.6 

3.10880 

7.29 

1.0 

1 3.11760 

, 4.92 

6.8 

3.10848 

7.39 

1.2 

> 3.11728 

4.99 

7.0 

3.10818 

7.49 

1.4 

3.11696 

5.06 

7.2 

3.10786 

7.60 

1.6 

3.11665 

5.14 

7.4 

3.10755 

7.70 

1.8 

3.11633 

5.21 

7.6 

3.10724 

7.81 

2.0 

3.11601 

5.29 

7.8 

3.10693 

7.91 

2.2 

3.11570 

5.36 

8.0 

3.10662 

8.02 

2.4 

3.11538 

5.44 

8.2 

3.10631 

8.13 

2.6 

3.11507 

5.52 

8.4 

3.10600 

8.24 

2.8 

3.11475 

5.60 

8.6 

3.10570 

8.36 

3.0 

3.11443 

5.68 

8.8 

3.10538 

8.47 

3.2 

3.11412 

5.76 

9.0 

3,10508 

8.58 

3.4 

3.11380 

5.84 

■ 9.2 

3.10477 

8.70 

3.6 

3.11349 

5.92 

9.4 

3.10446 

8.82 

3.8 

3.11317 

6.00 

9.6 

3.10415 

8.94 

4.0 

3.11286 

6.09 

9.8 

3.10384 

9.06 

4.2 

3.11255 

6.17 

10.0 

3.10354 

9.18 

4.4 ! 

3.11223 

6.26 

10.2 

3.10323 

9.30 

4.6 

3.11192 

6.35 

10.4 

3.10292 

9.43 

4.8 

3.11160 

6.44 

10.6 

3.10262 

9.55 

6.0 

3.11129 

6.53 

10.8 

3.10231 

9.68 

5.2 

3.11098 

6.62 

11.0 

3.10200 

9.81 

5.4 

3.11067 

6.71 

11.2 

3.10170 

9.94 

5.6 

3.11031 

6.81 

11,4 

3.10139 

10.07 
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TABLE XXVI. — REDUCTION OF GAS. VOLUMES TO 0° 
AND 760 MM. — Continued 


°c. 

Logarithm of 

1 

Tension 
aqueous vapor 

mm. 

"C, 

Logarithm of 

1 

Tension 
aqueous vapor 

mm. 

760(1 + .00367t) 

760(1+ .00367t) 

11.6 

3.10108 

10.21 

19.4 

3.08932 

16.78 

11.8 

3.10078 

10.34 

19.6 

3.08902 

16.98 

12.0 

3.10047 

10.48 

19.8 

3.08873 

17.19 

12.2 

3.10017 

10.62 

20.0 

3.08843 

17.41 

12.4 

3.09986 

10.76 

20.2 

3.08813 

17.62 

12.6 

3.09956 

10.90 

20.4 

3.08783 

17.84 

12.8 

3.09925 

11.04 

20.6 

3-08754 

18.06 

13.0 

3.09895 

11.19 

20.8 

3.08724 

18.28 

13.2 

3.09864 

11.33 

21.0 

3.08695 

18.50 

13.4 

3.09834 

11.48 

21.2 

3.08665 

18.73 

13.6 

3.09804 

11.63 

21.4 

3.08635 

18.96 

13.8 

3.09773 

11.78 

21.6 

3.08606 

19.19 

14.0 

3.09743 

11.94 

21.8 

3.08576 

19.42 

14.2 

3.09713 

12.09 

22.0 

3.08547 

19.66 

14.4 

3.09682 

12.25 

22.2 

3.08517 

19.90 

14.6 

3.09652 

12.41 

22.4 

3.08488 

20.14 

14.8 

3.09622 

12.57 

22.6 

3.08458 

20.39 

15.0 

3.09592 

12.73 

22.8 

3.08429 

20.63 

15.2 

3.09561 

12.89 

23.0 

3.08400 

20.88 

15.4 

3.09531 

13.06 

23.2 

3.08370 

21.14 

15.6 

3.09501 

13.23 

23.4 

3.08341 

21.39 

15.8 

3.09471 

13.39 

23.6 

3.08312 

2165 

16.0 

3.09441 

13.57 

23.8 

3.08282 

21.91 

16.2 

3.09411 

13.74 

24.0 

3.08253 

22.18 

16.4 

3.09381 

13.91 

24.2 

3.08224 

22.45 

16.6 

3.09351 

14.09 

24.4 

3.08194 

i 22.72 

16.8 

3.09321 

14.27 

24.6 

3.08165 

22.99 

17.0 

3.09291 

14.45 

24.8 

3.08136 

23.27 

17.2 

3.09261 

14.63 

25.0 

3.08107 

23.55 

17.4 

3.09231 

14.82 

25.2 

3.08078 

23.83 

17.6 

3.09201 

15.00 

25.4 

3.08048 

24.11 

17.8 

3.09171 

15.19 

25.6 

3.08019 

24.40 

18.0 

3.09141 

15.38 

25.8 

3.07990 

24.69 

18.2 

3.09111 

15.58 

26.0 

3.07961 

24.99 

18.4 

3.09081 

15.77 

26.2 

3.07932 

25.28 

18.6 

3.09051 

15.97 

26.4 

3.07903 

25.58 

18.8 

3.09021 

16.17 

26.6 

3.07874 

25.89 

19.0 

3.08992 

16.37 

26.8 

3.07844 

26.19 

19.2 

3.08962 

16.57 

27.0 

3.07816 

26.50 
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TABLE XXVI. — REDUCTION OE GAS. VOLUMES TO 0“ 
AND 760 UM.— Continued 


“C. 

Logarithm of 

1 

Tension 
aqueous vapor 

°C. 

Logarithm of 

1 

Tension 
aqueous vapor 


760(1+ .00367 1) 

mm. 


760(1+ .00367t) 

mm. 

27.2 

3.07787 

26.82 

31.2 

3.07211 

33.80 

27.4 

3.07758 

27.13 

31.4 

3.07182 

34.19 

27.6 

3.07729 

27.45 

31.6 

3.07154 

34.58 

27.8 

3.07700 

27.78 

31.8 

3.07125 

34.97 

28.0 

3.07671 

28.10 

32.0 

3.07097 

35.37 

28.2 

3.07642 

28.43 

32.2 

3.07068 

35.77 

2S.4 

3.07613 

28.77 

32.4 

3.07039 

36.18 

28.6 

3.07584 

29.10 

.32.6 

3.07011 

36.59 

2S.8 

3.07555 

29.44 

32.8 

3.06983 

37.01 

29.0 

3.07527 

29.78 

33.0 

3.06954 

37.43 

29.2 

3.07498 

30.13 

33.2 

3.06926 

37.85 

29.4 

3.07469 

30.48 

33.4 

3.06897 

38.28 

29.6 

3.07440 

1 30.84 

33.6 

3.06869 

38.71 

29.8 

3.07411 

31.19 

33.8 

3.06841 ' 

39.15 

30.0 

3.07383 

31.56 

34.0 

3.06812 

39.59 

30.2 

3.07354 

31.92 

34.2 

3.06784 

40.03 

30.4 

3.07325 

32.29 

34.4 

3.06756 

40.48 

30.6 

3.07297 

32.66 

34.6 

3.06727 

40.93 

30.8 

3.07268 

33.04 

34.8 

3.06699 

41.39 

31.0 

1 3.07239 

33.42 

35.0 

3.06671 

41.85 


TABLE XXVII. — FERROUS SULPHATE AT 15“ 
Gerlach 


Specific 

gravity 

Per 

cent 

FeS04 

Per 

cent 

FeS04 

. 7 H 2 O 

Specific 

gravity 

Per 

cent 

FeS04 

Per 

cent 

FeS04 

. 7 H 2 O 

Specific 

gravity 

Per 

cent 

FeS04 

Per 

cent 

FeSOi 

1 . 7 H 2 O 

1.005 

0.565 

1 

1.0267 

2.811 

5 

1.1430 

15.834 

25 

1.011 

1.130 

2 

1.0537 

5.784 

10 

1.1738 

19.622 

30 

1.016 

1.694 

3 

1.0823 

8.934 

15 

1.2063 

23.672 

35 

1.021 

2.258 

4 

1.1124 

12.277 

20 

1.2391 

27.995 

40 
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TABLE XXVIIL — AQUA AMMONIA 


W. C. Ferguson 


Degrees 

Baum4 

Sp. Gr. 

60*^ ^ 

— F. 

60° 

Per cent 
NHs 

Degrees 

Bailing 

Sp. Gr. 

60°^ 

— F. 

60° 

Per cent 
NHs 

10.00 

1.0000 

.00 

19.75 

.9349 

17.28 

10.25 

.9982 

.40 

20.00 

.9333 

17.76 

10.50 

.9964 

.80 

20.25 

.9318 

18.24 

10.75 

.9947 

1.21 

20.50 

.9302 

18.72 

11.00 

.9929 

1.62 

20.75 

.9287 

19.20 

11.25 

.9912 

2.04 

21.00 

.9272 

19.68 

11.50 

.9894 

2.46 

21.25 

.9256 

20.16 

11.75 

.9876 

2.88 

21.50 

.9241 

20.64 

12.00 

.9859 

3.30 ' 

21.75 

.9226 

21.12 

12.25 

.9842 

3.73 

22.00 

.9211 

21.60 

12.50 

.9825 

4.16 

22.25 

.9195 

22.08 

12.75 

.9807 

4.59 

22.50 

.9180 

22.56 

13.00 

.9790 

5.02 

22.75 

.9165 

23.04 

13.25 

.9773 

5.45 

23.00 

.9150 

23.52 

13.50 

,9756 

5.88 

23.25 

.9135 

24.01 

13.75 

.9739 

6.31 

23.50 

.9121 

24.50 

14.00 

.9722 

6.74 

23.75 

.9106 

24.99 

14.25 

,9705 

7.17 

24,00 

.9091 

25.48 

14.50 

.9689 

7.61 

24.25 

.9076 

25.97 

14.75 

.9672 

8.05 

24.50 

.9061 

26.46 

15.00 

.9655 

8.49 

24.75 

.9047 

26.95 

15.25 

.9639 

8.93 

25.00 

.9032 

27.44 

15.50 

.9622 

9.38 

25.25 

.9018 

27.93 

15.75 

,9605 

9.83 

25.50 

.9003 

28.42 

16.00 

.9589 

10.28 

25.75 

.8989 

28.91 

16.25 1 

.9573 

10.73 

26.00 

.8974 

29.40 

16.50 

.9556 

11.18 

26.25 

,8960 

29.89 

16.75 

.9540 

11.64 

26.50 

.8946 

30.38 

17.00 

.9524 

12.10 

26.75 

.8931 

30,87 

17.25 

,9508 

12.56 

27.00 

,8917 

31.36 

17.50 

.9492 

13.02 

27.25 

.8903 

31,85 

17.75 

.9475 

13.49 

27.50 

.8889 

32.34 

18.00 

.9459 

13.96 

27.75 

.8875 

32.83 

18.25 

.9444 

14.43 

28.00 

,8861 

33.32 

18.50 

.9428 

14.90 

28.25 

.8847 

33.81 

18.75 

.9412 

15.37 

28.50 

.8833 

34.30 

19.00 

.9396 

15.84 

28.75 

.8819 

34.79 

19.25 

.9380 

16.32 

29.00 

.8805 

35.28 

19.50 

.9365 

16.80 
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Specific Gravity determinations were made at 60*^ F., compared with 
water at 60® F. 

From the Specific Gravities the corresponding degrees Baume were calcu- 
lated by the following formula: 

140 

Baum6 = r — 130. 

Sp. Gr. 

Baum6 Hydrometers for use with this table must be graduated by the above 
formula, which formula should always be printed on the scale. 

Atomic weights from F. W. Clarke's table of 1901. O = 16. 


TABLE XXIX.— ALLOWANCE FOR TEMPERATURE 

The coefficient of expansion correction for ammonia solutions, varying with 
the temperature, must be applied according to the following table: 


Corrections to be added for Corrections to be subtracted for each 
each degree below 60® F. degree above 60® F. 


Degrees 

Baum6 

40° F. 

50° F. 

70® F. 

80® F. 

90° F. 

100® F. 

14® B6 

.016° B6 

.017® B4 

.020® B4 

.022® B4 

.024° B4 

.026® B4 

16 “ 

.021 '' 

.023 “ 

.026 “ 

.028 “ 

.030 “ 

.032 “ 

18 

.027 ‘‘ 

.029 “ 

.031 “ 

.033 “ 

.035 “ 

.037 “ 

20 “ 

.033 '' 

.036 “ 

.037 

.038 " 

.040 “ 

.042 “ 

22 

.039 

.042 “ 

.043 “ 

.045 " 

.047 “ 


26 

.053 

.057 “ 

.057 

.059 “ 




fhe Temperature of Products of CombuBtion is reduced to IS® C. * 64 . 4 ® 


XX 

XXI 

XXII 

XXIII 

XXIV 

XXV 

XXVI 

r pound of combustible 

Heat of formation at <x»nst. pres. 

Name d 
gas or vapor 

Products of 
combustion 

Calories 
per molec- 
ular wt. in 
grammes 

B. T. U. 

COa 

HaO 


Per cu. ft. 

Per pound 



CO -2.333+ 




Carbon, to CO 

3.666 + 



— 



Carbon, to COj 

1.571 




+ 138.4 

+ 1869.2 

Carbonic oxide 


9.000 





Hydit^n 

2.750 

2.250 


+ 21.750 

+ 103.1 

+ 2435.6 

Methane 

2.933 

1.800 


+ 28,560 

+ 136.0 

+ 1713.6 

Ethane 

3.000 

1.636 


+ 35,110 

+ 167.2 

+ 1436-3 

Propane 

3.034 

1.552 

— 

+ 42,450 

+ 202.2 

+ 1317.3 

Butane 

3.055 

1.500 

— 

+ 47,850 

+ 227.9 

+ 1196.2 

Pentane 

3.069 

1.465 

— 

+ 61,080 

+ 290.9 

+ 1278.4 

Hexane 

3.142 

1.286 

— 

- 2,710 

- 12.9 

- 174.2 

Ethylene 

3.142 

1.286 



+ 3,220 

+ 15.3 

+ 138.0 

Propylene 

3.142 

1.286 

— 

+ 10,660 

+ 50.7 

+ 342.6 

Butylene 

3.142 

1.286 


+ 18,970 

+ 113.7 

+ 614.1 

Amylene 

3.384 

0.692 


- 47,770 

- 227.5 

- 3300.7 

Acetylene 

3.300 

0.900 


- 39,650 

- 188.8 

- 1784.2 

AUylene 

3.259 

1.300 





Crotonyleim 

3.384 

0.692 

.... 

- 12,510 

-47.3 

- 229.3 

Benzene 

3.348 

0.782 



- 3.520 

- 16.7 

-68.8 

Toluene 

3.311 

0.849 






Xylene 

3.300 

0.900 

.... 

+ 490 

+ 2.3 

+ 7.3 

Mesitylene 

3.437 

0.563 






Naphthalene 


0.529 

SOj- 1.883 

+ 4,740 

+ 22.6 

+ 250.9 

Hydrogen sulphide 



1.588 

N - 0.823 

+ 11,890 

+ 56.7 

+ 1259.0 

Ammonia 

1.630 

0.333 

N- 0.518 

- 27,480 

- 131.1 

- 1832.0 

Hydxoisyanic acid 

1.692 


N- 0.538 

- 65,700 

- 313-2 

- 2273.9 

Cyanogen 

0.579 


SOj - 1.684 

- 26,010 

- 124.0 

-616.0 

Carbon bi-euIpbMe 

1.375 

1.125 


+ 51,450 

+ 246.4 

+ 2894.0 

Methyl alcdbc^ 

1.913 

1.174 


+ 58,470 

+ 278.5 

+ 2288.0 

Ethyl alcobcd 





+ 463.1 

+ 3979.1 

Carbonic acid 





+ 327.1 

+ 6870.4 

Water 





+ 337.3 

+ 1999.1 

Sulphur dioxide 







Oxygm 







Nitrc^pKi 







Air 


Dolumn VII is from Ganot’s “ Phymcs/* edition 1896, page 445, 

Columns X and XXIII are from Julius Thomsen’s “Thermo- 
mical Investigations,” and his remits are translated into English 
Is in columns XI-XII and XXIV-XXV. 

polumns XIII and XVIII are calculated on the assumption that 
. air as 20.9% oxygen + 79.1% nitrogen by volume, 
lur * 23.13% oxygen + 76.87% nibrogen by wmght. 

[Facing Page 2S4) 
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From second 
washer 

1 

Clear 

1.010 

8.3 

8.1 

17.43 

8.71 

24.14 

8.57 

1.93 

0.44 

0.39 

0.09 

0.54 

0.17 

18.98 

4.0% 

68 

Insufficient 

strength 

From first 
washer 

I 

Clear 

1.022 

16.5 

16.1 

22.74 

11.37 

64.46 

22.86 

3.29 

0.73 

1.60 

0.36 

1.26 

0.40 

35.72 

4.2% 

132 

Very good 

From fourth 
air cooler 

Dark brown 
from tar oil 

1.120 

58.0 

57.4 

120.60 

60.30 

173.23 

61.43 

10.93 

2.52 

1.53 
0.48 

5.36 

1.29 

126.02 

3.4% 

479 

Excellent 

From third 
air cooler 

Brown red 
from tar oil 

1.115 

53.0 

52.5 

112.93 j 

5.03 

1.16 

2.87 

0.91 

0.79 

0.43 

115.43 

2.2% 

440 

Excellent 

From second! 
air cooler j 

Nearly clear 

1.075 

36.1 

35.7 

71.43 

35.71 

116.60 

41.14 

1.79 

0.59 

Trace 
Trace 
j 2.21 

0.71 

; 0.59 

0.14 

78.29 

1.85% 

298 

Very good 

From first 
air cooler 

Clear 

1.035 

i 16.2 

15.9 

34.71 

17.36 

48.34 

17.14 

Trace 

Trace 

j 

0.13 

0.03 

1.70 

0.54 

1 0.31 

0.07 

35.14 

1.8% 

131 

Very poor 

From 

another part 
of the 
hydraulic 

Same as the 
first 

1.012 

6.0 

2.8 

6.29 
3.14 

7.29 
1.16 

1.17 

0.27 

0.49 

0.13 

1.86 

0.41 

20.79 

1 6.60 

Trace 

11.71 

56% 

50 

Very poor 

From one part of 
the hydraulic 

Muddy orange — 
turns dark when 
exposed to air 

1.011 

6.1 

2.7 

5.20 

2.60 

8.05 

2.75 

1.74 

0.40 

0.11 

0.03 

1.60 

0.36 

22.17 

7.04 

13.19 

59% 

50 

Very poor 


Color 1 

Specific Gravity 15.5° C 

Ounces by distillation test 

Ounces by saturation test 

Ammonium Sulphide — grams per litre 
= NH 3 “ “ 

Ammonium Carbonate “ “ 

= NHa “ 

Ammonium Thio- 

sulphate 
= NH 3 

Ammonium Sulphate 
= NHs 

Ammonium Sulphocy- 

anide ‘‘ 

= NH 3 

Ammoniiun Chloride 

== NH 3 '' “ “ 

Ammonium Ferro-cy- 

anide “ 

= NH 3 

Total Ammonia — grams per litre 
Total Fixed Ammonia in per cent 

Toltomom.!— ifXZ 

Value for Sulphate Production 
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TABLE XXXII. — COMPOSITION OP THE PRINCIPAL 
FRACTIONS OF COAL TAR 


Crude Naphtha. Light 
Oils 

(Sp./Gr. less than 1.000) 
(DistiUing below 180® C.) 

Dead Oils. Creosote 
Oils 

(Sp./Gr. more than 
1.000) 

(Distilling between 
180° — 270° C.) 

Green or Anthracene 
Oils 

(Distilling above 
270° C.) 

Pitch 

Methanes (Paraffins) 
Tetrane to Decane 

Phenol 

Methyl-naphthalene 

Phenanthrene 


Ethenes (Olefines) 
Pentene to Heptene 

Methylphenols 

Anthracene 


Ethines (Acetylenes) 

Benzenes 

Naphthalenes 
Naphthalene Hy- 
drides 

Anilines 

Pyrene 

Chrysene 


Benzene to Durene 

Leucolines 

Benzerythrene 


Benzene Hexhydrides 

Pyridines 

Solid Paraffin 


Naphthalene Hydrides 

Phenol (Carbolic Acid) 

Methylphenols (Cresols) 

Pyridines 

Sulphur Comp’ds (Thio- 
phenes) 

Amine Derivatives 

Quinolines 

Benzonitrile 

Carbazol 

Acridine 





INDEX 


A 


Ammonia testing apparatus .... 

205 



Ammonium carbonate 

93 

Absorption by anthracene oils. . . 

58 

chloride 

93 

by creosote oils 

58 

nitrate 

93 

by water gas tar 

58 

sulphate 

92 

of ammonia 

89 

sulphate, specific gravity of . 

224 

Acid, nitric, conversion of am- 


Analysis of gas liquor. Table 


monia into 

154 

XXXI 

235 

sulphuric 

191 

Anhydrous ammonia 

93 

Advantages of cyanogen removal 

67 

Anthracene oil as absorber 

58 

Koppers sulphate process. . . 

115 

oils 

18 

Alkylation process 

44 

Apparatus for ammonia test 

205 

Allowance for temperature 

234 

Feld’s '^blue” test 

213 

American Feld sulphate plant . . . 

148 

naphthalene test 

204 

American Gas Institute report 


tar test 200-202 

on naphthalene 

54 

Aqua ammonia 92-101-224 

Ammonia 

89 

table of 

233 

absorption 

89 

B 


anhydrous. 

93 


aqua 

92 

Bayer’s experiments 

45 

concentrated 92-95 

Benzol 

164 

content 

143 

and its homologues 

166 

conversion of cyanogen into . 
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